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STANDARDS OF SIZES IN PLUMBING GOODS 
NOW STATE LAWS. 


HE efforts that have-been made in the past to 
secure state laws to guarantee honest sizes and 
capacities in plumbing and heating equipment 

have recently resulted in range boilers being included 
in the New York state law governing weights and 
measures. 

The section of the law covering this subject fol- 
lows: 

Range boilers, capacity of—The capacity in gallons of 
range boilers when marked thereon shall be the true capacity. 
For example, a boiler with a capacity of twenty-five gallons 
marked thirty gallons and sold as thirty gallons, 1s incorrectly 
marked and must be condemned. The dealer is lable to 
prosecution. 

For several years there has been great activity in 
the food and drug industry towards obtaining pure 
goods and honest weight, and honest measure. This 
movement has extended so far that in almost every 
state there is a Department of Weights and Meas- 
ures. The state departments are assisted by county 
sealers and city sealers, and they are all co-operating 
towards preventing the dishonest dealer from de- 
frauding the consumer in the weighing and measur- 
ing of the products that he sells. 

Up to very recently, however, the plumbing trade 
has been immune from any inspection of this char-- 
ter. That this is to be no longer the case is plain 


WEEK BY THE 


through the recent action of the New York State De 
partment of Weights and Measures, who in a bulletin 
have notified the deputy sealers in every county and 
every city of that state that range boilers must be of 
the capacity stenciled upon them, and that if they 
are not equal in capacity to their stencil they must be 
condemned and the dealer is liable to prosecution. 
The law in that state is very plain, and the plumber 
must be very cautious not only about the capacity 
of the range boilers that he uses, but also the hon- 
esty of the branding and stenciling of other articles 
that he is handling. 

In fact, at a recent conference of all the weights 
and measures officials of all states held in Washing- 
ton, at the Bureau of Standards, there was consid 
erable discussion devoted to the practice of the mis 
branding of range boilers as to capacity, and also 
to the misstatements as to the actual heating surface 
of cast iron radiation, and while no concerted action 
was taken by the entire conference, the matter is 
being investigated by the independent state officials 
and it is very probable that action will be taken by 
them as individuals in the different states. 

Misstatements as to the quality, quantity or weight 
of an article always work to the disadvantage of the 
honest dealer who is trying to give his customers an 
honest deal and invariably assist the man who is 
doing business in a fraudulent or makeshift way. 

There is no more reason why the owner who buys 
plumbing goods should not have some surety of get 
ting what he buys than there is for the housewife not 
having a certainty of securing what she pays for at 
the drug store or at the grocery store. 

Through the efforts of the National Committee of 
the Confederated Supply Associations the Naco 
trade mark was adopted a few years ago by a num. 
ber of the foremost manufacturers, and this has had 
much to do with the making of the above law and 
in inspiring confidence in the minds of the trade 
when buying material covered by it. Besides range 
boilers this trade mark covers lead traps, soil pipe, 


etc., and it is the intention to extend it to other lines 


as well. 








Pe en a ee cantare Cotak, sealio Seaeme 





By FEF. N.. Speller, 








lik, artich in the May 30th and June 6th, 1914, 
nbers ot “Domestic Engineering,” by one of 

the wrought iron interests, on the much discussed 
subject of wrought iron versus steel, are practically the 


same as those previously published* by the same author, 
which have been answered in detail by the writer. The 
vriter has already replied definitely to Mr. Schuhmann’s 
claims as to the disposition of cinder in iron and its ef- 
tect on corrosion, the question of tibrous or crystalline 


structure oy? wrought iron, and Many other points not 





Fig. 1 Comparative Corrosion of Cast-iron Fittings and Steel Pipe 


related to the main issue. The author of those papers 
assumed that wrought iron will outlast steel under all 
circumstances and covered much space in an endeavor to 
explain why this should be true. This 1s putting the cart 
before the horse, and should not succeed in concealing 
the real question We agree with Mr. Schuhmann, as 
will all practical men who seek the truth, that tests 
under actual service and to destruction are what count. 
Some two hundred comparisons have been offered, mostly 
of internal corrosion in hot water service lines, where 
iron and steel were together in service for many years. 
Full data regarding these investigations will be sent to 
anyone interested. The investigations of the past ten 
years prove that the corrosion of pipe, roofing sheets, and 

‘The Plumbers’ Trade Journal, Steam and Hot Water Fit- 
ters’ Review,”’ issues of Dec. 15, 1913: Jan. Ist, 1914; Jan. 15th, 
1914: Febr. Ist, 1914; April Ist, 1914: April 15th, 1914; and June 
Ist, 1914. 


Wrought Iron Pipe Versus Steel Pipe 


Some of the Arguments in Favor of Steel Pipe 
Metallurgical Engineer 














wire are all separate problems and cannot be compared, 
the conditions and material used being different. A pipe 
man is interested only in how pipe lasts. 

It has been the object of National Tube Company to 
improve steel pipe, especially as regards corrosion, and 
for ten years no expense has been spared to produce a 
grade of refined iron (called “National” pipe steel) 
which has the utmost uniformity. Several factors enter 
into this uniformity, prominent is the advantage which 
obtains in these works where pipe steel only is made, with 


DI 


“1. 


Taken From Fresh Hot Water Supply Lines at Atlantic City, N. J. 


no variation in specification and under the control of one 
organization from mune to finished product. Another 
special feature is the “roll-knobbling” (or “Spellerizing”’ 
process) to which the hot metal is subjected. The more 
forging iron or steel receives the more dense and uniform 
it becomes. A greater degree of uniformity is obtained 
by this means, due to the kneading action of these rolls. 
Briefly stated, the general object of this process is to pro- 
duce the utmost uniformity in the surface portion of the 
metal when corrosion starts. 

Until recently steel pipe in general was at a disad- 
vantage, as it had been in use only a comparatively short 
time compared with wrought iron, and had to support the 
burden of proof against prejudiced statements. Ten years 
or so ago there was relatively much more iron in use 
than today, and it happened (and still is the case), that 
wrought iron and steel pipe were frequently installed to- 


gether. Such mixed installations have furnished the most 
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satisfactory and reliable data as to the relative lite of place with that in another without reterence to the 
. +* . : ~4 +} } iT i hea , ) 7 a9) chy 1¢ 97) \ hy 1} 
these two pipe materials under conditions which have tection given the surtace, the time of! ndition woen 
° . . ° e | } ] . | ¢} . , rt: » : of SF mes wehicl Te 
never been impartially criticized as anything but equally stalled and the many variable circumstances which a 
fair to both. More installations of this kind are being accelerating retarding corrosion. By contining the 
- 4 ] - . 1T) , : T ] Wy | ‘re ho hy 
found every year and, as stated betore, there are about parisons to cases Of intermor Corrosion, Wile! pOTH 
two hundred on record, most of which have been tound terials were installed new in the same line iryin 
° . . : . “ . tT , ’ ‘ F OSS ble ‘ { { il 
by independent investigators. In view of these tacts, tors are eliminated as tar as | hat Wie 
what right has any interested party to present unsupported pipe lasts Iwo yeal —s OO] 25 Vi its ) «yore Trye 
hearsay opinions as conclusive evidence, however hon- son is, we believe, one which practical plumbes rst 
estly spoken such opinions may be?’ It is equally inex- and hot water engineers, will acecpt busi ars 
cusable for anyone acquainted with the complicated com- under common, everyday service conditio will 
9 . - . . . . ‘ - " 4 > ] 
bination of factors which influence corrosion to com- equally jair to each material, 
pare the corrosion ot pipe (or other materials), 11) TLE SO MWiall\ CAsts Ot comparative tes. 1ST 
= a oe ee | 
| \verage of 
Length of Time | Character of | Number of Deepest Pits References for 
| No. | Date | Locality | Pipe Lines Were | econ Authority Cases tails a  @ , 
’ Service A | Details and Remarks 
| i j j Installed i ' on Record Wrought | : 
i Iron Steel 
| | | 
1 | LYLO Ne York T=. , | al Prof. Ir: IRQ «- le Ene N ) 
a |New York!/3 yrs. and;Hot water /|Prof. Ira H./89 samples EQUAI ug. News, Dee. 3, 
; | | City bath- | over. supply ser-|Woolson,'secured, of 1004 100% 1910, p. 630; N. T. ¢ 
.. 4 | houses. | vice. Columbia’ whichlvare Bulletin No. 2 Chis 
= | | University. wrought was atest of iron and 
| | iron and steel pipe in actual ser: | 
the remain- | vice continued to des 
| | der steel. | truction. 
rs a —— Se ; had oneal 
2 11910 Frick Coke 6 mos. to 7V/2- Bo i] cr feed Resear¢ h | 2] lotscom-! .112” 108S'* Ene. Review . Apr il, 
. ‘ - ~ » of ; oa ' : 
Co. power |8 yrs., vary-| water lines. Laboratory prising 9452 1004 Y6G* ) Ill; N. T. C. Bulletin 
plants. ing with the | National samples, of No. 3; Amer. Soc. | 
comparisons ‘Tube Co. jwhich 26 Heating & Ventilating 
secured. are 1ron Eners., IY! Pipe 
land 26 samples secured from 
| steel. lines in actual use. In 
| 22 cases oft adja ent 
iron and steel pipes in 
same lines, 13 compari 
sons favor steel and % 
| iron. | 
— iat | — 
3 1911 Cresson |t mos. to 10} Hot and cold|Research 9 compari- .100" OS5''* Pipe samples secured 
| (Pa.) coal yrs., varying | water boiler | Laboratory sonsofiron 100% So@* from lines in actualuse. 
fields. withthe com-!|feed lines;|National and steel In 9 cases of adjacent 
|parisons se-|pump dis-|Tube Co. found to- iron and steel pipes 
‘cured. 'charge lines. gether. found in same lines, 4 
| | . 
| comparisons tavort 
| Steel and 2 irom; in 3 
| cases the steel and iron 
| are equally corroded 
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4 1911 Allegheny Between 7 | Hot.water Research 69 samples .105” 105”* | Conditions those of 
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9 |1911; New Eng-'|2 yrs. to 17} Hot and cold Dr. W. H.54compari-| .069” 
| land In-jyrs., varying | water, live }Walker,Di- sons ofiron| 
vestiga-|withthecom-|and exhaust rector Re-and steel! 
tion. |parisons se-| steam, brine, searchLab- found to-| 
| | icured. Aver-| boiler blow oratory of|gether, in| 
lage 9 yrs. off lines, etc. Appliedjhot water! 
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| Massachu- lines. | 
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| City Hotel supply andj| Campbell, samples 9 
Investiga- steam return! Columbia!) compart- | 
tion. lines. | University, sons ofiron 
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| Research 
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| | | | Bm, £. Ger ee 
NOTE—Depth of pitting in wrought iron samples considered as 100% in all case 
Fable 1 Summary of Results of Investigations of the Corrosion of Iron and Ste: n 
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| pipe was tested to des 


O60" 


70.54 


truction. In 13 cases of 
adjacent iron and steel 
pipes found in same 


lines, 7 cases favor 
steel and 6 1ron. 


Eng. News, Dec. 2] 
1911; Jour. of New Eng 
land Water Wks. Assn 
Jan., 1912. Actual ser 
vice conditions. In 54 
cases of adjacent iron 
and steel pipes found 
in same line, 20 favor 
steel and 18 tron, % 
show no difference in 
corrosion and 7 
corrosionat all. 
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tions have been recorded that the conclusion is incon. 
testible; as Dr. Wm. H. Walker® says in a paper” report- 
ing a series of such investigations “These results again 
demonstrate that taken on the average there is no dif 
ference in the corrosion of iron and steel pipe.” 

Table No. 1 (page 31) summarizes a few of the more 
important investigations of this kind, and vIVeS the depth 
ft petting as the measure ot corrosion. This refers to 
wrought tron and steel pipe in general; most ot the steel 
pipe was probably made before the manufacturing im- 
provements reterred to above were put into practice. 
Therefore it 1s safe to conclude that from the “National” 
pipe of today much better service results will be obtained. 
Tests now under way indicate a very decided difference in 
favor of “modern steel.” 

In “Domestic Engineering” of June 6, 1914, page 294, Mr 


Schuhmann. referrine to the relative corrosion of cast 





7 
, 
. 
Steel, 
yj 
ssitice Looe \s this pipe WAS tLlSe 
eater used Practicall no corrosion in either case. 
iron and wroucht iron, savs “We do not wish to claim 


by this that wrought tron pipes will outlast cast iron fit- 
tings in general practice (because they don’t) r 
The wrought iron interests can never be accused of undue 
modesty, so that photograph lig. 1 on page 30 is. sig- 
nificant. This shows a section ot cast iron fittings and 
steel pipe which were recently sent us after being in serv- 
ice together in a hot water supply line. The average 
depth of pitting 1s somewhat greater in the case of cast 
iron indicating that where both materials are unprotected 
and of about the same thickness, the steel pipe will out- 
last the iron. 

No reputable plumbing or heating contractor would 
venture to guarantee what the lfe of a water or steam 


a—Professor of Industrial Chemistry and Director of the Re- 
search Laboratory of Applied Chemistry, Massachusetts Insti- 
tute of Technology, Boston, Mass 

b—**The Relative Corrosion of Iron and Steel Pipe as Found 
in Service.” Paper read before New England Water Works 
Association Dec. 13, 1911 Abstract published in ‘‘National’’ 
Sulletin No. 10 
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line in a certain system would be. He would naturally 
hesitate to take this responsibility because he has no con- 
trol over the variations which may occur in any pro- 
tective coating applied to pipe (the irregular scale on 
black pipe may be considered in this sense as a protective 
coating), nor does he have any control over the system 
after installation; that is, the volume and temperature of 
the water, variation in the chemical quality of water, 
electrolysis, etc. This is a simple problem compared with 
exterior corrosion. Yet some will undertake to express 
opinions in the relative life of wrought iron and steel, which 
were not put into service together; and as to the actual con- 
ditions surrounding each at the time of installation or later, 
or as to the real character of the materials, they have no 
positive knowledge. This indicates generally haphazard 
judgment—well meant, but prejudiced. 

The case presented by the wrought iron interests is 


almost entirely made up of such so-called evidence, al- 


Poe tt eee. 
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‘ Wrought Iron. 


Wrought Iron and Steel Galvanized Pipe in Service Together in Hot Salt Water Lines at Columbia Baths, Atlantic City, N. J., 
i continuously only during the summer, the actual service amounts to 45 or 50 months. Open 


though real comparisons and tests under service can 
readily be obtained. One typical example will illustrate 
these points 

A letter trom the engineer of the Columbia Baths, At- 
lantic City, N. J., was recently widely circulated among 
the trade by a wrought iron manufacturer. This was 
probably written in good faith, so far as the writer was 
able to perceive the facts. The letter stated, in brief, that 
the galvanized hot water supply lines had been in use 
about fourteen years, were taken out and found to be as 
good as new and even installed again in another system. 
These pipes were stated to be wrought iron and the in- 
ference was clearly drawn that this explained the extra- 
ordinary good service—six months being as much as some 
hotels get out of copper pipe carrying hot salt water. The 
facts in this case as determined by the writer are: 

First: These baths were only in use during the summer 
season so that the actual time of continuous service was 
between 40-50 months; remarkable even at that. 
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second: The samples examined showed a mixture, both 
wrought iron and steel having been used in the system 
(unknown to the owner of course). 

Third: There was so little corrosion in either case that 
no conclusion could be drawn—even the galvanizing was 
hardly affected—otherwise this would add another prac- 
tical comparison to those already on record. 

It was a puzzle to explain the good results obtained 
with this galvanized pipe until it was found that the water 
was heated, by means of live steam, in an open stand pipe 
holding about 9,000 gallons. Here we have an interesting 
and practical example of the value of the open type of 
water heater which expels most of the dissolved gases. 
The cases where serious corrosion occurs in hot salt (or 
fresh) water supply lines are nearly alwavs due to the 
general use of closed heaters, as investigations have shown 
that the dissolved gases are responsible for most of the 
corrosion in piping. This explains why hot-water heating 
lines are rarely affected whereas the same material in hot 
water supply lines deteriorates with comparative rapidity, 
especially where large volumes of water at a high tempera- 
ture are used. So although the writer of this letter was 
mistaken as to the material he was using and the cor 
rosive character of the water, (his conclusions being there- 
fore erroneous), the case is of the greatest practical in- 
terest with regard to the design of hot water systems. 
Other reports of this kind 
which have confused the 
consumer have been inves- 
tigated with the same re- 
sult. This particular case 
illustrates how _ practical 
men may be misled in tak- 
ing for granted that the 
pipe installed is what they 
suppose it to be, and in 





drawing wrong conclusions 
by not taking time to gather 
all the facts. 

There is a striking con- 
trast between the develop- 





ment of modern steel pipe 


‘ig. 3. Copper Pipe From Hot 
Water Supply Lines of Had- 
don Hall, Atlantic City, N. J. 
wrought iron had _ reached Pitted Through After Six 


and of wrought iron. The ! 
manufacture of  puddled 


its highest state of develop- Months’ Service. 

ment before steel was used 

for pipe. Since steel pipe represents about 90% of the entire 
output the tendency has grown to reduce manufacturing costs 


of wrought iron; some makers of iron skelp are now using 


nothing but miscellaneous scrap. Another important in- 
Huence is the question of keeping up the supply of labor 
ot the proper standard. The inducements for young 
workmen, having the necessary ability to make good 
puddlers, are small nowadays compared with opportunities 
in the steel industry, where men of the same skill obtain 
a much better living with far less physical strain. Mechan- 
ical aids for puddling have not been encouraging enough 
to warrant their general use, whereas mechanical ap- 
pliances have revolutionized the steel industry in the last 
fifteen years, resulting in better quality and lower costs 
and the elimination of exhausting labor. A man cannot 
use his head to advantage when his system is subjected to 
a continuous drain of vital energy. The wrought tron in- 
terests say this hard work is necessary; what they prob- 
ably mean is that it is unavoidable. Under these condi- 
tions what happens to the quality of the finished product 
when raw material deteriorates and the standard of labor 
is reduced? 

We still have two up-to-date mills for making high 
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grade wrought iron, and these were permanently shut 
down tour years ago, after having assured ourselves that 
properly made steel pipe is superior to wrought iron in 


every point. 


SOME INTERESTING EXPERIMENTS IN HY- 
DRAULICS. 


()ME experiments have recently been made to ascer- 
tain the actual quantitv of water which a bibb of 
size from three-eighths to one and one-half inches 

discharges. 


The values found by this test are given in the accom- 
































rig. | t 
panying table. The types of bibbs used are illustrated in 
figs. 1 and 2. 

The pressure, which was measured directly in tront 
ot the closed bibb at \ and \, iS given In the first col 
umn, and the corresponding pressure in pounds per square 
inch, appears in the last column. The discharge 1s as 
sumed to be at B and B. 
oe _ Sze or Bi6B. — ‘ae 

wy Wak 42a 

Feet | /4 Para: A \ (| l/ Ua |e 

fo\ 7 | 61 24 | 35 | 54 | 95) 140.|/96 | 433) 

/F | r0.| 21 | 9F.| 57 | 40 |/97\ 200. | 292 | 651.| 
20! v2 | 27 | 44.| 65.| 02.|773| 270 | 366 | Bsc | 
30 t 15 | 3%. | 96 | 88| 739 | 230| 26/.| 492| 1099 
40, 17 | 43 | 69 | /03.| 45 | 272 \Az2. | 575 | 1732) 

I | 19 | 48. | 77 | H6 | 1a3.| Jee | 477 were 2165 | 
60.\ 20.| 53 | 84 | 126 | 20/ | 336.| 5/5 | 706 | 2598 

70_| 22. | 57 | 9. | 139.| 2/8. | 364. G54 768. | 30M | 

$0_| 23. | 6/ | 96. | 49 | 234 | 392| 59/ | g2/ | 3448 

ao_| 45 | 64 | 106. | 20} cea! eer. 686) 073 | A977, 
too | 265| 68.| 10. | 67. | 263. | 440) 66/.| 924) 4330) 
wo. | 27 | 72 | WS. | 175 | 276. | ¥62| 6A | 970.) 4763 

“h0.| £8. | 75. | feb 183. | 289. |F8L.| 727 | O/3 | S196 
(730 | 2951 74 | /e6. | 790 | 300.| 507. |746 | 053 | 96.29) 
| 90 | 205; Bf. | 434. | /90.\ 310. | 520. 7GS5_|\093_ 6062 

150.\ 32. | 84/35 | 20F| 320 | 538) 8. WIL) 4.95 

woo | 33. | 87 | /39.|2/2.| 330.|I55 | 841706928 





| 170) 34 | 89.| 143. | 246, | F90.| 577. | G60| 1206) | 7387 
7¢0 1 35 | 9. 146. 425. | 948| 597 | BG4| (2421 7794 
790\ 36.| 93.| 190 | 230| 397.| 603.| 907\ 1276 | 8227 
200\ 37.| 9F.| GS. | £356 | 366. 6/8_| 930\/312. $6.60 
| 2/0 | 375| 96 | 57. | 241 | 374. |\633.| G52 | 1344. | 9033 
220| 38 | 98 | /6/. | 246.| JG2.|69G.| 97F\/I7F, | 9526. 
230| 385| 99 | 164.| LGL.| $9/ |\662.| GIS 14049959 
240| 39 | (Ol.| (67 _| A57.\ FI. \67F.\ 10/6. \/4 34. MORDR’ 
250; 395| 103.| 17 | 262.\ 907 | 688.| 096 |\462 825) 
260 \ 40. | /05| 1/75. | 267 | 4/6.\ 702. | 1057. 490 | W2.be 
| 270) 405\ 106 | /76.\ 272.| #25.\ WS \107B\/578 HEU 
| 260.) 4) | 708. | /6L.| 277 | #33 | 728 | O9G| 1547 | 1et.24 
290.| $15 | 110 | 185.| 284.\ 44/.| 79 |20\ /F7F\IRG57 
(300_| 42.) 7. | 168 | 2867 |\450\ 754.|\ 40) 602 | 129.90. 








































































































In cases where the bibb at B, Fig. 2, is connected with 
a pipe line, allowance must be made for loss by friction. 
No allowance has been made for friction in the service 
pipe, nor for any loss due to ells or other curves in the 
line. No allowance need be made for these over ordinary 
friction unless the radius of the curves is less than five 


diameters of the pipe. 








\NY western cities and towns would do well to 
tollow the hOootsteps of lather Knickerbocker 
apropos the establishment otf more comfort sta- 
tions in the crowded business districts 
| if publi convenience stations in (,otham ror men and 
vomen have been in use tor years, and new stations aré 
constantly being planned These comtort stations have 
peen onstructed in the most approved modern tashion 
and are verily the last word in sanitary construction, 





im some western cities no comtort stations are in ex1s 


and to complicate matters still further the 
toilets of othee buildings are often under lock and key 


and the tenants furnished with individual kevs. Thus the 





(one Type of Comfort Station in Gotham Stairway at Left fo 
Vien ind at the Right for Women is Indicated hy the 


Suspended Signs Photo bh Domestic Kngineeringe 


’ } | 
AVCTALM female citizen who desires the use ot a comtort 


station is forced under the circumstances to go to the 
trouble of entering an office bunlding and requesting the 
loan oft the key to the ladies’ toilet. In thie case ort men, 
the corner buffet or saloon offers some solution in su 
an emergency, but this 1s not always an ideal convenience 

The need ot more publi comtort stations 1s one of thi 
urgent and Cryiny necessities of modern City life (ity 
councils, and aldermanic bodics would indeed render the 
constituents a lasting benefit if as municipal representa 
tives they proceeded to get busv” OT) the proposition ot 
more comtort stations 

Chicago, St. Paul, St. louts, and other western cities 
and many eastern cities as well, are in particular need oft 
more comfort stations. Much public money that is going 
into relatively useless channels in these cities could be 
used to good and lasting advantage in the erection of 
hadly needed comfort stations in the busy and congested 
sections. 

In the city of Jamestown, N. Y., there is at present a 
campaign of boosting for comfort stations in that city 
ne of the pioneers in this movement for such stations 
is a master plumber, Il. M. Stearns of Jamestown. In 
order to better acquaint the public with the necessity of 
comfort stations in his home city. Mr. Stearns has begun 
to issue educational pamphlets on the subject with the 


capti nm: 


Comfort Stations Becoming Better Appreciated 


New York City Has Given Much Attention to Their I[n- 
stallation. How Another City 





Stirs Up Interest in Them 


“Jamestown Needs Public Comfort Stations.” 
We present the following as the main extracts from the 
admirable circular tor public distribution which was cir- 
culated by Mr. Stearns: 
Jamestown—the city of “I Wall”’—where things are ac- 
complished, has not yet awakened to the need of public 


comfort stations in its business district. 


What Is a Comfort Station? 





\ comfort station 1s a building which contains water 
closets, wash stands. drinking fountains and whenever 
possible, rest rooms. It may be built either above ground 


or underground. The majority are built below the sur- 
face of the streets or city squares to economize space, 
or because there may be no available property in the 


desired locality. 
Who Needs Them? 

The needs tor these public conveniences which will be 
open day and night, holidays and Sundays, for all classes, 
is very Obvious. Women and children who spend the day 
in town, the transient city visitor who does not stop at 
a hotel, the stranger who 1s accustomed to these public 
utilities in his home city, workingmen, letter carriers, 
street cleaners, police officers on duty, chauffeurs, team- 
sters, newsboys and messenger boys should be provided 


for in the interest of public health and decency. 





| ndergzround (‘ormfort Station Near (‘it Hall, New York ( ity. 


The One for Women is Situated to the Left, Some Yards 


\wu i\ Photo by ‘Domesti Icngineering 


In Europe. 

l-urope leads the world in the public comtort accom- 
modation provided by cities for the convenience and 
health of its people. London alone has spent approxt- 
mately $800,000 for the construction of stations and about 
$500,000 annually for maintenance. Berlin, Brussels, Paris 
and many other European cities count them by the 
hundreds 

In Jamestown. 

Jamestown has forty-nine saloons and no public com- 
fort stations. 

Jamestown Healthful comes first and this means James- 


town Beautiful and Jamestown Dutiful 
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What Does This Mean? 


It means that upon the saloon proprietor is forced the 
for providing public conveniences, thus foster- 
drink habit 
means that many of the common complaints which phy- 
with 
dangers caused by the lack of sanitary public toilets. 


necessity 


ing the through no fault of his. It also 


siclans meet today are due very largely to the 


Public Health Demands Public Toilets. 


It Jamestown is to have public comfort stations next 
year, it 1s necessary to have an appropriation made in the 
city budget now. 


REPORT OF THE LEGISLATIVE COMMITTEE AT 
ATLANTIC CTY. 


Chairman A, P. Elder Gives the Information on House 
Bill 14,288 to National Association of Master 
Plumbers. 


N January 10th the chairman wrote each member 


of the committee a letter asking then 
the 


assistance 


in performing duties assigned to this com 


mittee and also invitine what matters 


Suggestions as to 


should be taken up and also as to the best method of 


proceedings. The chairman received prompt and valu- 


able information and assistance from each member ot 
the Legislative Committee and desires to at this time 
extend thanks for the same We were somewhat 
handicapped by the failure to find a report of the Legis 


lative Committee for the year before. 


[ also wrote on February 2nd a letter to Past President 


Frank J. Fee, asking his advice as to whom he would 


suggest to present in Congress the bill which was pre- 


pared by his direction to separate the mechanical equip- 


ment from that of the general contract, on government 


contracts. Mr. Fee advised that I place it in the hands 
of some congressman of ability whom I might know, 


the East or the West. 
Taggart, a Democratic mem- 
District of 


I had a personal interview with Mr. Tag- 


irrespective of whether he lived in 
[ therefore selected Joseph 
ber from the 
where I live. 
gart on February 23rd, and again on February 25th. He 
took the bill with him to Washington, and on March 6th 
introduced it and the same was referred to the Committee 


Second Coneressional Kansas, 


Grounds, printed and is 


February 27th I 


and was 


()n 


Buildings 
HT R-14288. 


on Public 


known as wired John 


Trainor, Baltimore, chairman of the Joint Committee 
of Steam and Hot Water Fitters and N. A. M. P., and 
Henry B. Gombers, Secretary N. A. M. S. & H. W. Fit- 
ters, to urge Mr. Taggart to expedite this bill. I also 


wrote the national office and Walter D. Nolan, of Wash- 
ington, D. C., that the bill Mr. Taggart’s hands, 
and urged concerted action in its behalf. 

On February 26th and 27th I attended the 
State Convention at Omaha, and there secured 


was in 


Nebraska 
a resolu- 
tion indorsing the measure and had the same telegraphed 
to Mr. Taggart. 
other 


| also got many personal letters written 
The 


as soon as I sent them a printed copy of the bill, had 


to him and congressmen. national officers, 
a large number of the same printed, and with a circular 
letter, sent to all local and state associations urging sup- 
port of the The that I 


my files, pledged, for support of this measure, letters from 


same, result has been have in 


number of influential congressmen. 
25th a the 


Ruildings and Grounds was held at 


a large 
(9n March 
Public 


and the following members of this association were pres- 


hearing before (‘ommittee on 


Washington. 
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ent President Clris 


New 


York City; 


William J 


Irving, ot} 


} | lity 
| any, (nicago POUT 





Baltimore, and T. Kk. Kerwin, Albany, N. \ 

The committee was introduced by Congressman len 
Kkyck, otf New York, all the parties mentioned talked 
upon the merits of the bill, and in addition Mr ee sub 
mitted a written brief. Since this hearin | Ipervising 
architect has submitted to the committee a written state 
ment of his objections to the bill, which principally ar 
as follows: That 1{ would require live Oty mo be 
made instead ot one, and that thi ould he 
expense of his department, although concedi that t 
would make a saving to the government in general an 
stated that the poli Y of fl department to ask 
Scparate bids. where the mechanical equipmcnitl pnounts 
to over $25,000, and he int ited that tl nt could 
probably ¢ sately reduced 

lhe chairmat sited Washington 
bill on June 10th, 11th and 12th. He t | rr 
men and the chairman ot the Co tt iw Build 
ings and Grounds se il time in f 
ordial and courteous treatment ric od It ame 
other interested to attend a= final ) mn =6this 
HT, Wednesday, June 17th 10 ocl red 
flenry 1} (,ombers, secretary N \ \{ \ | { : [* 
and he in turn wired me to see Wilhiat ver 
one of their members who with rank Tf. | ind’ Walter 
I) Nolan, was in Washington upo nes 

mvysel [ regret that of Te eS 
ent n personally mind that T in) 
conference with Messrs. Tae t, Clarl and 
it w heir opinion that it would be tmp nd 
ad propel delegation to Washineton on \V icl 
isan in portant day ot UV] onventiol 

Phe bill can in my judement C pea sed betor t | 
piration of this conere but it IH still require 
ictive work. There is opy ition that ri O 
it the right time 

A THOUGHT FOR HOT WEATHER 
People Who Live in Glass Houses Should Not Throw 
Stones. 
Phat vful competitor of yours 1s reall 
Only a Reflection 

ot yourself, and iwful and dangerou 

tion to his ignorance of cost, estimating 

method It is largely your fault that he exist 

If you knew your cost and altwa 
which Was hased On cost plus an promt Out Ciustome 
would soon stop telling you of the low. pric he wa 
getting from that awful competitor, and if you did 
your duty to your competitor by co-operatin ta 
secure the right price for all plumbing and lheati yn 
in the city he would soon cease bei r all 

He Is Certainly an Awful Fellow, 
but what have you done to mak els 
Ife possibly graduated trot Our lat orl 
ing on what he supper to be your id loins 
what he thinks you would do under th ' 
and is a terrible nuisance What are do 


about it ? 


~ t\ » 17 - Tite 
uppose you Irv eq 


true values of plumbing 





q 
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Are You Going to Kill Him? 
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AN UNSATISFACTORY HOT WATER HEATING 
SYSTEM. 


editon Domestic Engineering’: -Herewith you will 
nd a set of plans ot a hot water heating system which 
was installed a year ago. and which 1s not giving satis- 


Taction 


—> 


000 square feet. hot water, 


a CapacClhly of 


a rate area ot 15.85 ree? 


squa4re 
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Kindly look the plans over and give us your opinion 
of the best way to remedy the defects of the system. 


Mo. ££ ¢ 


Kansas City, 


which we re- 
hot 
ing which is lacking in motive power to properly circu- 
late the water in the the fact that the 
circulation is impeded by the collection of air in various 
the 


Sketches submitted by correspondent, 


produce herewith, indicate a system of water heat- 


system and also 


parts of system. 

We hardly have need to state that the necessary motive 
power to drive or circulate the water in a gravity system 
of hot water heating is that obtained by the difference 
In weight Or specific gravity between the flow and return 
columns, and at some parts of the system this difference 


is very slight and but very little retarding is required to 
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Piping. 


completely block the circulation. ‘The lift or rise of the 
Y’ return is a serious check to the circulation. 
It is to be revretted that the boiler could not have 


been located at the opposite end of the building in order 
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Basement Plan. 
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doubtless entail too vreat 


tem of piping in the 


modeled. 
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do this at this 
expense, as the 
would have 


In making connections to first floor radiator 


there are many 
improve the job. 
some other 


aS 


defects of 


minor changes 
These 


changes 


are 
that 


a more serious character. 


The principal causes of} 


properly are: 


failure 


in 


which might 
not 


should be 


made 
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of 
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SO important, howe, eT, 


to remove 


to 


opcrate 


inch 


ab 


First: The size of the n return, return 
pipe has an area of 38.74 sq. in., which 1s practically 10 
sq. in. or more than 20 per cent smaller than the com 
bined area of 4, 4% and 5-inch flow pipes, and is there 
fore too small. If the valve areas demand a 4, 4! ana 
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pump as was illustrated and described in Chapter XV of 
“Modern Practice in Heating and Ventilating,” by Alfred 
(>. King, in the May 16th issue of “Domestic Engineering,” 
might be placed on the 7-inch return to accelerate the 
irculation through the system. 


Dh re heimg hut 3 749 sq rT Cy] radiation On) the 1Ob 
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Shall There Be a National Standard Code? 





Vol. LXVIII, No. 2. 


and the boiler carrying a rating of 7,000 sq. ft. there 


is sufficient capacity to allow for the more rapid circula- 
tion of the water through the boiler. 

We suggest this as a means of increasing the efficiency 
of the plant without requiring a complete remodeling 


of the basement piping. 


Master Plumbers, Plumbing Inspectors and Manufacturers 


Hi}. idea of a plumbing code 1s to standardize sani 


| , 
the city or district covered by 


So tar the standardizing of plumbing practice by means 
or codes has been confined to the larger cities. and it is 
nily within the last three years that state-wide codes are 
in effect in two states, Ohio and Wisconsin 

The increase in the installation of plumbing in towns, 
villages and country where no plumbing laws now exist, 


is brought with it all manner of installations. and the 


Pup siie health has suffered or been unproved in direct 
! . , 
proportion to the nsanitaryvy Or sanitary manner in which 
{ ] | } 1 
work has been installed 


In “Domestic Engineering” of May 2, there appeared 


in editorial entitled “Why Not a Gsovernment Standard 


for the Installation of Plumbing?” This editorial aroused 


uch interest among the trade and brought forth a num- 


ber of letters, a few of which we publish herewith. 

In the call just issued for the annual meeting of the 
\merican Society of Inspectors of Plumbing and Sani- 
tary Engineers, which is to be held at Minneapolis, Au- 
vust 25 to 27, appears the following paragraph 

“This is the first time in the history of the society 
that all branches of the plumbing profession will meet to 
co-operate for the purpose of enactment of a _ national 
plumbing law \s the establishment of such a code might 
have a direct bearing on the plumbing laws of your lo- 
cality. it 1s therefore necessary that vou make every effort 


te attend.” 


Some of the Discussions on the Subject. 
“Domestic Engineering” believes that a full and free 
discussion of the subject will prove of benefit to the 
trade and may bring forth ideas for the most practical 
method of action to secure such a code. It is hoped 
that others interested will not hesitate to send in their 


ideas on the subiect 


Pittsburgh Man Has Some Suggestions. 

Ira A. Mann, master plumber of Pittsburgh, Pa., after 
reading the editorial in “Domestic Engineering.” writes 
as follows: 

I am interested in a Government Standard for the In- 
stallation of Plumbing, and I am pleased to note that 
you are giving the matter publicity in your paper. 

From my way of looking at the matter, Sanitary En- 
gineering is as much of a science as any other branch 
of engineering, and only remains to he recognized as 
a demonstrable science to become a law. 

After these facts have been recognized and worked 
out in detail, it will only be necessary to place the law 
in competent hands to enforce it. 

\ law of any kind must he based upon principle in 


All Interested in Project to Standardize Plumbing Practice 


5 | 


order to be operative and enduring, and the trouble with 
our present sanitary laws is that they are not always 
based upon established facts. 


tf what I mean. Any 


I will give you an illustration « 
competent engineer can figure out with mathematical 
certainty that it will require a pipe of a given capacity 
to allow the passage of a given quantity of liquid. Also, 
that during the period of time in which this liquid is 
passing through the pipe a corresponding amount of 
air must be displaced. 

If a Plumbing Code is established and certain sizes of 
pipes are carelessly specified, these sizes are lable to be 
out of proportion, and as they are not founded upon 
any scientific basis, they would cause no end of trouble 
and in time the code would become null and void and 
so down of its.own weight. 

There has been a movement on foot for a number of 
years to establish a National Bureau of Health, and I 
believe that most of the parties interested in Sanitary 


--, 


Engineering have felt that this bureau when established 
would help to systematize the installation ot plumbing. 
[ have watched the proceedings relative to the estab- 
lishing of a Bureau of Health, and while I would not 
be in favor of doing anything that would in any manner 
affect the advancement of our public health, and with all 
respect to the parties that are endeavoring to have this 
legislation passed, I believe better results can be accom- 
plished by establishing a National Bureau of Sanitation. 
My idea of establishing a National Bureau of Sanitation 
instead of a Bureau of Health, is that sanitation 1s based 
upén an absolute and demonstrable basis. The practice 
of medicine is divided among several schools at present, 
f adherents. \ny at- 


each of which has a number « 
tempt to establish a National Bureau of Heaith by one 
school is met by protest from the other schools. If 
these schools could be united it might be possibie to 
establish a National Bureau of Health that woulu benefit 
all, 

Now, if this was accomplished, how would it beneft 
the Sanitary Engineer? I believe the Medica! Doctor 
who was placed at the head of the Bureau of Health 
would require the services of the Sanitary Engincer to 
help put the country on a sanitary footiny. 

\Vith all due respect to the Medical Doctor, and wishing 
hirm all the success possible in his line of work, I would 
still like to ask you who is the most important—the man 
who has studied conditions and can scientifically prevent 
the accumulation of the filth that causes disease, or the 
one who copes with the result of neglect? 

| am certainly in favor of a National Bureau of Sanita- 
tion with power to enforce uniform sanitary conditions 
that will meet the requirements of the different localities. 
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W. W. Hughes in Favor of Uniform Code. 


W. W. Hughes, of Minneapolis, president of the \Muinne- 
sota State Association of Master Plumbers, has this to 
say about the matter: 

The editorial entitled, “Why not a Government Stand- 
ard for Plumbing Installation,’ which appeared in a 
recent issue, hits the nail right on the head. It is par- 
ticularly apparent to me for the reason that very recently 
I attempted to find out certain facts regarding plumbing 
installation and inspection in some twenty-five of the 
largest cities of this country. To that end, I wrote to 
a Master Plumber in each of the Cities and also to Mr. 
Claffy of the American Society of Inspectors of Plumb- 
ing and the answers showed conclusively that the cus- 
toms and methods were as numerous as there were replies. 

It occurred to me at that time that something should 
be done to bring about a more uniform code, but the 
manner of doing so did not make its presence known. 

A uniform code would enable a manufacturer to cater 
to the wants of the entire country instead of having to 
manufacture certain articles for certain parts of the 
country. 

An instance particularly noticeable is the roof jacket 
clause in the cities of Minneapolis and St. Paul; in Min- 
neapolis, we use the Wallace Roof Jacket, a patented 
affair: in St. Paul, the plumbers use an ordinary flange 
and shield; in Minneapolis, we use a curb box and stop- 
cock for water; in St. Paul, they use them for both gas 
and water. 

The labor problem would also be simplified and would 
» another and work 


enable a man to go from one city t 
at the trade without having to study a new system in 
every town. 

Taken all in all, the proposition has merit and should 


be pushed. 


Government Inspector Comments on Standard Code. 

A. R. McGonegal, Inspector of Plumbing of the Dis- 
trict of Columbia, in commenting on the editorial in 
question, brings out some of the difficulties in the prepa- 
ration of such a code. He says: 

The United States Government has, at the present time, 
for the use of certain of its departments, a comprehensive 
regulation as well as a specification of materials and 
fixtures, but the system covered by this regulation is one 
that is really applicable only to large buildings, such as 
hospitals, post offices and government buildings gener- 
ally and it is based on a rather expensive method of in- 
stallation and a general use of the circuit vent system 
with the use of non-siphoning traps and large sized soil 
lines. This is, as you know, contrary to present practice 
in the majority of cities in the United States and I be- 
lieve that I am right when I say that the bulk of students 
of sanitary science, as well as practical men and sani- 
tary engineers are not yet ready to accept the circuit vent 
system in its entirety. 

This city, as well as the majority of the larger cities 
in the country, are still sticking to the individual back 
vent, except in case of large building where circuit vents 
can be advantageously used and expense is of little ob- 
ject. Indeed, all of our experiments as to the adaptability 
of the circuit vent system to small work indicates that 
it is not self-cleansing and that it 1s much too cumber- 
some and expensive. A large number of cities in the 
country have adopted what I might term a happy medi- 
um, being a combination of the single and double pipe 
systems which is workable in buildings of all classes, al- 
though some of us old fogies cannot yet be brought to 


see its advantages over the old system. 
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Another thought which | have advanced many times 
is that there are so many questions relating to regu- 
lations in general which must be settled to the satistac- 
tion otf all, that the preparation of a really model, work- 
able code would be a task of many years and should 
have employed upon it not only theoretical but practical 
men engaged in everyday work, as well as representatives 
of all trades connected with it, such as potteries, brass 
works, foundries, etce., to take up and settle each of the 
one or two hundred points at issue before proceeding to 
the next. This would take many years because you know, 
as well as | do, that the advocates of tile pipe would 
find it quite hard to give in to advocates of all cast 
iron sewers, and vice versa. Some people require tarred 
pipe; others are equally positive that all pipe should be 
dipped in linseed oil and others are equally positive in 
demanding green pipe underground. The journeyman 
plumber demands that lead shall not be eliminated from 
rough work, while men of experience are promoting the 
use of Durham work and cast iron bends with all ar- 
rangements for settling taken up in the closet settings. 

There are also questions as to size of soil pipes, vent 
pipes for areas tor frost closure, combined or separate 
sanitary sewer systems, the use of lined fixtures, such as 
pantry sinks and steel clad tubs, the methods of tests, 
the running of soil stacks outside of buildings and many 
score more of questions each and every one of which 
would have to be settled on not only a scientific but a 
practical basis, and each regulation, when finished would 
have to be one which would stand the action of courts, 
as well as be readily enforceable by inspectors who are 
all too frequently lacking in fine judgment. 

| have just indicated a few of the troubles such a 


course would be “up against” and if you will sit down and 
think the matter over there will occur to you any num 
ber of rules now in existence which are mere “rules ot 
thumb” and have never been verified by any experiments 
or tests whatever. 

Zanesville Master Plumbers in Favor of Government Code. 

The Zanesville, Ohio, Master Plumbers’ Association, 
through their secretary, A. J. Miller, has transmitted the 
following to “Domestic Engineering,” relative to a Gov- 
ernment Code: 

“The undersigned has been instructed to say to you 
that after reading your editorial in the May 2d issue the 
lecal association of master plumbers feels that a govern- 
ment plumbing code would be a good thing for the trade 
as a whole, and would favor such a code.” 

Pennsylvania Plumbers Believe it a Good Thing. 

L. H. Atwell, of Atwell & Stover, Grove City, Pa., says 
“My opinion in regard to a government standard for 
plumbing is that it would be a good thing for master 
plumbers who want to do the right thing; the ones who 
don’t do not last long anyway. The jobs we lost are 
ones that we would either have to skin, or else be skinned, 
and I think if we had a law governing plumbing (and it 
was enforced), a great many shops would either go 
out of business or else do business in a different way.” 


Bowling Green, Ky.—The Ernest Daughtry Plumbing 
N Hleating . é:. of this city, has been awarded the con 
tract for the installation of a 3,000-gallon tank and steel 
tower in the Mentz Hotel at Glasgow Junction. 

Rochester, N. Y.—H. C. Peterson & Co. have be: 
awarded the contract for the installation of a heatin 
system in the new James Street school building. Th 
Monarch Ventilating Co. secured the contract for the 


ventilating svstem. The two contracts amount to $17.717 





~ . my . sd ® ; 
Canadian Sanitary and Heating Kngineers , 
: 
fhirteenth Annual Meeting Held at Ottawa, 
. ( ‘ | « ‘ j 2 ‘ > » ‘ *ss 
June 9, lO and 11--Witha Very Large Attendance 
N SPITE of the almost unbearably hot weather one ot Chairmen of Committeas: . 
the most successtul conventions ever attended by the \pprentice, Geo. Clapperton, Toronto. 
idian Domestic Sanitary and Heating Engineers Legislative, J. T. Blyth, Ottawa 
was held at Ottawa, Canada, during the week of June 8th Heating and Ventilating, J. R. Priestly, Calgary. 
Vresident fohn Me Karle ‘ called the meeting to ordet Sanitary, Tohn (;ordon, Montreal. 
ptly at 9:30 a. m. Tuesday morning and opened thi essay, L. LeGrow, Toronto, 
convention by an excellent spces hoain which he spoke ot The Social Events. 
the vreat he Ip the Canadian Institute of Sanitary Eng: But although there was a great deal ot hard work at the ; 
nee n the western pre mice. Was rendering t hie \sso convention, the social rele Was well taxen care of. ()ne . 
( 2eLeD ot the most enjoyable events was thie trip down the River 
teresting feature of the Tuesday atteroon session (Ottawa. The boat stopped at Belle Island where the con 
was the discussion of overhead expenses. G. bt. brankland, vention disembarked for a few hours frolic. : 
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Group of Delegat ind Ladies at Convention of Canadian Society of Sanitary and Heating Engineers, Ottawa. Photo by courtesy 
The Sanitary engineer,” Toronto 
secretary ot the Ontario Society, read an excellent papet The ball game between the Sanitary Engineers and the ; 
entiled “.A) Discussion ot Overhead I-xpens Ng by LL. Lu Supply Men was decidedly the big feature of the week 
(;row of Toronto trom many standpoints and was a game that will long be : 
\t the Wednesday morning session the panel otf officers remembered. I[t was a hard battle won by the Sanitary ; 
was drawn The nomination committee wished to re-elect kneoimeers Umpire Blyth had a hard time of it, but es- 4 
President McKinley, but he declined, stating that he be caped without fatal injuries. His sentiments were amply 
lieved the personnel of president should be changed each expresed when he said that he would rather go through 
yeat The following officers were elected Central Africa with Roosevelt than umpire another such 
President. Gs. S. Dorman, Moncton. gvame, 
Vice-President, E. H. Russell, London. While the ladies were enjoying a good vaudeville pro 
Secretary-Treasurer, W. CC, Crawtord, St. John, N. B yram at the Dominion Theater, the men were having the 
Provincial Vice-Presidents: night of nights at the banquet held at the Cecil Hotel 
\Iberta—James Marr, Calgary. There was a fine attendance and Gordon Rogers, who 
Manitoba—A. |. Hammond, Winnipeg. acted as official entertainer at this banquet and at the 
Saskatchewan—N. B. Rowntree, Swift Current. banquet held at the Chauteau Laurier, deserves great cred- : 
British Columbia—S. A. Wye, Vancouver. it for the skill he displayed. M. M. O’Connell made an 
Ontario—F. R. Maxwell, Toronto excellent toastmaster and |. B. Blyth added greatly to the ; 
Ouebec—John Gordon, Montreal. evening’s enjoyment by his amusing recitation. : 
Prince Edward Island—B. Shaw, Charlottetown. At the banquet held at the Chateau Laurier held on 
New Brunswick—D. J]. Shea, Fredericton, N. B. Tuesday evening, Dr. Hodges, M. D., of the Conversation . 
Nova Scotia—J. FE. Godwin, Halifax Committee gave an excellent address. There was much 
40 : 
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optimism expressed at this banquet and everyone seemed 


Messrs. Bly the, M« 


Kinley and Russell gave splendid replies to the toast, dwell 


to feel that the outlook was bright. 


ing on the importance of the work of sanitary and heating 
engineers, and the necessity tor closer co-operation, 

The plans have been laid for a great deal of work for 
the coming year and the delegates feel that the convention 
was an exceedingly helptul one and that the officers elected 
for the coming year are earnest workers and will do much 


for the society. 


NORTHERN ILLINOIS AND SOUTHERN WISCON- 
SIN PLUMBERS HOLD JOINT OUTING. 


Elmwood Park On the Banks of Rock River the Scene of 
a Most Successful Picnic. 


Business was tabooed, estimates and contracts torgot 
ten, while the members of The Rock River Valley Sani 
Plumbing and Heating League, and 


tary and Benevolent 


bs 


ENGINEERING | 


coursed music for the henenht ot those who did rt ¢ a. 
participate in the sports 

\ special attraction in the musical line was the sonws 
rendered by Messrs. Hyland and Owens, of Madison, Wis 
hie se gentlemen de monstrated to thi chitire SatisStaction 
ot the crowd, that it takes the Irish to sine the German 
songs 

Fred E. Green, of Janesville, acted as master of cer 
monies and was on the job all the time When he was 
not opening clams he could be seen hob-nobbing witl 
lady ~ ak also acted a> Hit! rudd ae thre Tw race 
the committee on these events consisting ot Walter E11 
land and Mr. Green 

lhe committee on arrangements wer bread bk. (yreen. 
(>] Jane sville Fred Woittie. ot Belort { Ole o) Roc} 
tora cl! (| Wom M (,uire, ot Ro ktord 

Kepresentatives of the supply traternity helped to mia 
thin hum Among them were \lax J. Thein. of Hoff 
mann & Billines Mte. Co... Milwaukee YJ. MeCann. Thi 





At the Northern Illinois and the Southern Wisconsin Master Plumbe: 


Ladies it 


Guests. Second Picture, the the Party.—Photos by ‘Don 


Plumbers Benevolent 


The 


and Sanitary 


Southern Wisconsin Master 
Club, with their wives, children, and invited 
guests, made merry at their third annual outing, a clam 
bake and picnic combined, held at Elmwood Park, on the 
beautiful Rock River between Janesville and Beloit, Ved 
nesday, July 8th. Interurban cars and automobiles 
brought visiting members from the various cities in the 
two States. 

The day was a perfect one, and the opinion of one and 
all was that the affair was a success from start to finish. 

Athletics to a certain extent, kept the male members 
busy. A fat men’s race, and a thin men’s race, being two 
of the events, with a ball game between the Badgers and 
the Illinoisans, taking up the latter part of the afternoon. 
Launches, which had been provided, carried parties of the 


5-prece orchestra dis 


ladies up and down the river. A 
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At the Northern Illinois and the Southern Wisconsin Master Plumbers’ Outing 
Rockford, IIL: C. E 
with some of the Ladies 


Reloit. Wis.; Daniel Marks, 


Fred Green, of Janesville, Wis., 


Plattville, Wis.: Dan Osborn, 
Madison, Wis Third Picture: 





Onting-—-First 


‘stic bhin@ineeling 


Brass \lio. es { Ley 


Mucller Mte. Co. Decatur, II] 


DATE FIXED FOR NEWARK MASTER PLUMBERS’ 
OUTING. 


he annual outiny ot the Master Plumbers’ Assoctaticn 
ot Newark, N i= will be held on Auvust 27th L hie 
wll board a spe cial Steamer al N¢ warl and it} te) 


Witzle’s Grove at College Point, | l., for a day 


The regular outing committee, who handled the prog 


last vear. 18 in charve ot the arranvement I yy 
composed Oo] ohn furbett ( id ! I« | f 
secretary; I. J. Sturn, treasurer; Robert Bi 
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First Picture, from TLeft to Right ( HE Mever 


Fole, Rockford, Ill Second Picture: Walter Hyland, 
Photos bs , 
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WEIL BROS. COMPLETE LARGE ADDITION. 






Weil Bros., of Chicago, have just completed their brick 






truction building at the southwest cornet 






5,000 square teet of floor space to their present jobbing 







house fhey are just now equipping a magnificent show 
ro vhich will be in charge of Joseph Pirons, who was 
until recently connected with the Republic Manufactur 
iT) { Qo ( hicago 








TEMPLE MALLEABLE IRON CO. REORGANIZED. 





According to announcement by S. Bb. Thorne of the 
New York office of the Temple Malleable Iron Co., oft 


Scranton, Pa., this concern has recently been reorgan 






ized with a capital of $4,000,000, divided into $2,000,000 In 





xX per cent preferred stock and 2 000,000 in common 





There will be $2,500,000 5 per cent bonds issued by the com 
pany Mi 
COmpany, and rank HH 


rintendent. 18 to be one ot the five directors 





Thorne is to be president of the reorganized 


Hemelright, for many years 







FIRE AT NEW JERSEY PLANT OF RICHARDSON 
& BOYNTON CO. 
























foundry No. 1 and the sheet metal shop at the plant ie 


the Richardson & Boynton Co., at Dover, N. J., were de 
stroved by fire Sunday morning, June 28th. The com 
pany s ehouses were nowt tou hed by the flames. lf oun- 


dry NO Pas TOW by ine Opt rateqd with a double shift oft men, 
’ 7 1 ne 4 1 
| a temporary tinshop Nas cen built, thereby raciil 
tating the prompt shipping of orders. The work of con- 
1 


structing a new foundry and sheet metal shop has alread, 


heen started. 


MONITOR STEAM GENERATOR MFG. CO. BUYS 
LARGE FACTORY SITE. 


The Monitor Steam Generator Mig. Co., of Lancaster, 
Pa.. makers of the “Monitor Bi-Loop” line of radiation. 
announces that it has purchased a site, 511 x 276 feet, 
for its new plant. The ground is situated in the Western 
part of the City and runs along the tracks of the Penn 
sylvania Railroad. In addition to the toundry building a 
new warehouse, 66 x 90 teet, 1s being erected and several 
other smaller buildings will be added to the group \s 
quickly as these operations are completed the company’s 
present plant at Landisville will be abandoned. 


WILL PAY DIVIDENDS ON FIRST OF EACH 
MONTH. 


The board of directors of the Detroit Valve & Fittings 
Co.. of Wyandotte, Mich., of which E. B. Whitcomb is 
president, has concluded that the company is now in con 


dition to commence payit dividends and has authorized 


Among the Wholesalers 


and Manufacturers 


‘ West lake ar d North Le splaine S Streets. which adds 


its first dividend of one-half of one per cent a month on 
the par value of the stock, payable the first day of each 
month hereafter. The earnings of the company have 
justihed dividends for some time, but requirements for 
necessary expansion have made it impractical to pay them. 
The first dividend, amounting to $2,500, was mailed to the 
stockholders July 1st, and subsequent monthly remittances 
will be sent without notice on the first day of each month 
to stockholders of record on the twenty-fifth of the 


previous month. The company is capitalized at $500,000. 





PIERCFK R™NTTER & PIERCE MFG. CO’S PROP- 
ERTY AND ASSETS TO BE SOLD AT 
PUBLIC AUCTION. 

James P. Hill, trustee in the matter of the Pierce, But- 
ler & Pierce Mfg. Co., bankrupt, of Syracuse, N. Y., has 
heen authorized by the United States District Court of 
Northern New York to sell the above company’s property 
and assets at public auction at the company’s office, 282 
James Street, Syracuse, N. Y., on Thursday, July 23, 1914, 
at 10 a. m. It is understood that the business of the above 
company will be continued by a newly organized com- 
pany under the name of the Pierce, Butler & Pierce Co., 

as mentioned in these columns some time ago. 


MANY EMPLOYERS SECURE LIABILITY 
INSURANCE. 
More than 50,000 employers of labor, including many 
master plumbers and manufacturers of plumbing supplies 
in the state of New York, had either filed their policies 
of insurance for liability under the new workmen’s com- 
pensation law, or had placed their business with stock 
companies, mutual associations of emplovers, State In- 
surance Fund, or arranged for their own insurance, when 
the law became effective at midnight on June 30th. The 
annual premiums for the insurance of employers against 
liability for injuries to their regularly employed workers 
will reach approximately $25,000,000, insurance experts de- 
clare. Since the new law went into effect the State In- 
surance Fund, has registered over 6,000 employers who 
have adopted that mode of insurance, with the premiums 
for the fund said to aggregate over $1,000,000. 


WESTERN TRADE GOLF ASSOCIATION’S JULY 
TOURNAMENT. 





The Western Trade Golf Association held its regular 
monthly tournament on the links of the Westward Ho Golf 
Club in Oak Park, IIL, on Wednesday, July 8th, with a 
large and enthusiastic attendance and under ideal weather 
conditions. | 

The official report of the event shows the following re- 
sults of the day’s games: 

First flight was won by C. D. Little, Eugene Buehler 


being runner-up. 
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Second Hight Was Worn Ly H. Ie. Keeler, |) Ee. Met aly 


being runner-up. 


Third flight was won by RM. Stackhouse, C. S. Pitkin 


bemg runner-up. 
Fourth flight was won by L. R. Taylor, J. P. Dugger 


being runner-up. 


The low net score was made by Captain Paul Blatch- 


ford thereby frustrating one C. D. Little, who had persisted 


° 1 7 7 
at previous cvents in inscribing his monogram on the As 
sociation cup. 
+ ee . h . . } \ 
A teature ot the event was the presentation to the Asso 
clation of a cup dorated by 


be played for under the following conditions: 


‘To be awarded tor choice score made either in quality- 





“Domestic Engineering” Trophy, Donated to the Western Trade 
Golf Association 


ing or match rounds in all the remaining tournaments of 
this season.” 

A vote of thanks was extended to “Domestic [Engineer- 
ing’ for this gift. 

An excellent luncheon and an elaborate dinner were 
served at the Club House and enjoyed by all the par- 
ticipants in the day’s event. 

\ graphic pictorial description of the event will al}>- 


pear in our next issue, 


FIRST REUNION OF SALES FORCE OF ILLINOIS 
MALLEABLE IRON CO. 


The selling force of the Tllinmois Malleable Iron Co., ot 
Chicago, let loose Monday evening, July 6th, thereby 
bringing out and cementing a fellow-feeling and friend 
ship guessed at but not brought to the surface previous- 
ly. 

Durine the afternoon semi-annual meeting had been 


held at the main office, 1801 Diversey Parkway, after 


which the force adjourned to a down-town restaurant 
where a very enjoyable dinner was partaken of under the 
presidency of David Bell, of Indiana,—and Mr. Bell, be 
it said, was easily the most important man of the evening, 
as he it was who was purse-bearer, hence the slogan 
very familar before parting time—of: “Where's Bell?” 

Dinner over, the party chartered taxis and had a de 
lightful ride along the Lake Shore Drive, through Lincoln 
Park and via Diversey to Riverview Here the real fun 
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Salesmen of the Illinois Malleable lron Co. in First Reunion at 
(‘hicuge Maottom row left to right Dp I} krahn John J 
Leahy, Diuavid Bell, J a Steneck It i Dewey | a Cuil VI J 
Sullivan Top row Arthur W Witz I Willian | I 
Smith, R. A. Hastwell, M. J. Stack. Peter Gundtofte. J hoe 


make} atid t{ \ Thrush 


J. Bell, . 
Doyle, . | uill, Peter G ndtotte, | Leahy, Kdward 
Hluehes, 1 W. Katz. | L I‘'rahm, A Wiersema, k \ 
Hastwell, J]. B. Smith, R. J. Wuerst, Gust Redemske, M 


}. “e Shoemake l and | S \kin 
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BUSINESS MEN CONFER WITH PRESIDENT. 


W. E. Clow of James B. Clow & Sons—One of Ten Mem 
bers of Chicago Association of Commerce 
Who Met Mr. Wilson. 


ag memiby rs Of thie { hicavo \sso hatiool cy! { 
one of whom at least, \"\ ‘ low, is vell ! 
‘ ’ 7 | , i ] | ‘ 
trade, held an interview with President Woodrow Wil 
4 . 4 ‘ | 
at Washington on Wednesday. Julw » Lhe presente 
their views on business conditions, in response to. the 
~ , 97 + : _ ' | | 1; ; . P | ae ‘ 
president s nvifation to the Cadi: CCCoTTL TIN Clal | cs 


of the country. 
Some oft the feature —s 9] thie presen { lavtot tll 
Were thie whow~wec®? oF an 


before { ongeress 


In this connection it may be interesting t 


cy] the arguments presented tor the chairman Bae me?! oy 
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Sections 7 and 18 of the ¢ layton ball, which 1s now before 


your Committee 

It regards the questions involved as the most serious 
which have come to the knowledge of the Chamber in 
any proposed enactment: 

1. It is urged by some that Section 7 only declares 
the law, that organizations for mutual help, without capital 


] - . ° 
stock and not conducted for profit, are not now torbidden 


, : 
: ® 
Dy the antitrust laws 


But this does not avoid the fact that on its face that 


section affirmatively discriminates between classes of citi 
7 , ‘ . 
zens. it such organizations are to be declared exempt, 


it should be declared that the antitrust laws should not 
be construed to “forbid the existence and operation” of 
any “organizations, orders. or associations instituted for 
the purpose of mutual help,” and not merely “fraternal, 
labor, consumers, agricultural and horticultural organiza 
f1i0ns. 

Why should bankers, lawyers, manufacturers, and other 


associations for “mutual help,” which exist in great num 
bers, be discriminated against by being omitted in th: 
enumeration ? 

2. Moreover it is argued by some with force, that thi 
final clause of paragraph one of Section 7 (lines 14 
to 17 of the Clayton bill) makes legal and prevents the 
prosecution of the organizations mentioned, when organ 
ized for the purpose of “mutual help,” even though such 
organizations (to that end) enact by-laws and regulations 
requiring their members to institute secondary boycotts or 
do other illegal acts; in other words, that neither the as 
sociations nor the members thereof can be prosecuted, 
or such organizations dissolved, no matter how vicious 
their general purposes or actions may be, if such pur 
poses and actions tend to “mutual help.” And in th 
entorcement of penalties, the most favorable construc 
tion ot the Section must be given to the accused 

So, too, as to Section 18, the exercise of iniunctive 
process in controversies between employers and employes 
is limited. as compared with the exercise of thi similar 
powell of the Court in controversies between two or more 
employers or other individuals 


Such distinction is utterly arbitrary, and based on no 


fair ground; tor doing the same things, different persons 
ought to be enjoinable or not enjoinable, on exactly the 
same hasis, regardless of whether they aTe employers or 
employes. | 

Moreover it has been well said that, considering the 
diverse circumstances of every two cases which may arise. 
it should be left to the Courts to determine, under prin 
ciples which have been long established, what special acts 
are enjoinable, and what are not, in any particular con- 
troversy, in order to avoid irreparable damage to the 
complainant. 

One paragraph of Section 18 forbids (among other 
things) the enjoining of persons from “attending at or 
near a house or place where a person resides or works, 
or carries on business or happens to be” for the purpose of 
“peacetully persuading” a person to abstain from working. 
No person of intelligence fails to understand the import of 
this. It may be claimed that under this paragraph per- 
sons may arbitrarily enter upon the premises of a business 
place or residence and argue with any person therein, or 
do anything else in said paragraph defined; and that none 
of such acts shall be “held unlawful.” But it has always 
been considered to be part of the liberty of a citizen to 
be let alone, if he desires it; and to walk the street or 
sit in his home without being dogged or argued with un- 
less he consents to be, and to be protected in that liberty. 
It is submitted that there has been no such oppression 
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of employes by the Courts of the country as to justify 
such a fettering of the arms of the Court in dealing with 
what often (as in the case of the Chicago Railway strike 
of 1894) not only paralyzes business and transportation, 
but the functions of the Federal Government itself. 

i+ It will be noted that one year ago the Presi- 
dent signed the Sundry Civil Appropriation bill, prov:d- 
ing that certain funds should not be used for the prosecu- 
tion of certain classes of offenders, but promulgated a 
vigorous statement expressing his displeasure with the 
provision, and assuring the people that it would not inter- 
f the law, and that he would 


fere with the enforcement « 
veto the provision if presented as a separate act. 
Despite this statement, the identical provision appears 
the Sundry Civil Appropriation bill before Congress. 
5. The position of the Chamber of Commerce has been 
fair and impartial, in respect to all the constructive poli- 
cies of the present administration, and it has taken pleas- 


ure in creating public sentiment in favor of policies tend- 


~ 


17 


ing to the general welfare. 

In this connection its attitude in relation to the Federal 
Reserve Act will be recalled, where its suggestions were 
constructive, and were recognized as aiding substantially 
in the perfection of the bill. 

In the trust program, it has studied the questions 1n- 
volved through a Special Committee, sitting in Washing- 
ton in the atmosphere of legislation, and has disapproved 
only those features which could not agree with knowledge 
and experience. In short it has endeavored to aid, and 
never to obstruct, wise and useful legislation. 

6. A year ago, on the question of the rider to the 
Sundry Civil Appropriation bill, forbidding the use of 
certain funds for the prosecution of certain classes, the 
Chamber took a referendum of its member-associations. 
The result was 669 against such rider, and 9 in favor of 
it.—a practically unanimous vote, which fairly represents 
the feeling of the country on this general subject so far 


as the Chamber has been able to get it. 


S. A. QUINN DIES SUDDENLY. 





S. A. Quinn, manager of the Quinn Manufacturing Co., 
jobbers of plumbing and heating supplies and manutactur- 
ers of plumbing specialties at Detroit, Mich., died at his 
home in that city from apoplexy on Thursday morning, 
July 2nd. Mr. Quinn had been identified with the plumb- 
inc and heating trade for about twenty-five years. He 
started his business career in Muskegon, Mich., and was 
engaged in the contracting business in that city up to 1907 
under the name of the Quinn Plumbing & Heating Co. In 
1907 he moved to Kalamazoo, Mich., and organized the 
Quinn Supply Co. In 1912 he sold his interest in this en- 
terprise and organized the Quinn Mfg. Co., with which he 
was identified at the time of his demise. He had a large 
circle of friends in the plumbing and heating trade in the 
middle states who will regret to receive the news of his 
sudden death. His widow and six children survive him. 





J. WALTER LYONS PASSES AWAY. 





J. Walter Lyons, president of the Keystone Pottery Co., 
of Trenton, N. J., died at his home in Philadelphia, on 
Saturday, July 4th, after three weeks’ illness. Mr. Lyons 
was born in Philadelphia November 14, 1874, and he had a 
large circle of friends in that city and in Trenton as well 
as in the plumbing supply trade in all parts of the coun- 
try. He was an expert in the manufacture of sanitary pot- 
tery specialties and a member of the Eastern Supply Asso- 
ciation and several fraternal organizations. His early 
death came as a great shock to his many friends. 
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C. A. Carothers, general manager of the Standard North- 


ern stores at Pittsburgh, Cleveland, Toledo and Erie. has 


= 


been appointed to the newly created position of general 
sales manager of the Standard Sanitary Mfg. Co. Mr. 
Carothers entered on his new duties July Ist. His offic 
will in the future be in the Bessemer Building, Pittsburgh. 

John L. E. Firmin, of San Francisco, Cal., secretary of! 
the California Master Plumbers’ Association and formerl) 
National Director, was a recent visitor in New York. He 
was seen by local friends, whom he saluted in true mili 
tary style as he passed down Broadway. On June 22nd he 
addressed a special meeting of the Master Plumbers’ 
Association of Buffalo in the Builders’ Exchange Build 
ing in that city, where he was the guest of honor, 

George E. States, secretary of the Topeka, Kans.. 
Master Plumbers’ Association, recently spent. several 
days in New York city after the adjournment of the 
National Convention at Atlantic City, N. J Mr. States 
was much impressed with the industrial magnitude of 
Gotham. He visited the city’s famous amusement resort, 
Coney Island, one evening, piloted by “Domestic FEngi- 
neering’s’” Eastern editorial representative. Mr. States 
left New York for a brief stop off at Buffalo, after which 
he continued his journey homeward. 

Fred W. Stauf, a progressive Hoosier, president ot 
the Master Plumbers’ Association ot Muncie, Ind., and 
ex-secretary of the Indiana State Association, was a 
recent caller at “Domestic Engineering’s” Fifth Avenu 
office, New York City. Mr. Stauf has been sojourning 
in Gotham, his native city, where he served his appren 
ticeship, for the past week. Ile left on July 4th for Bos 
ton. From there he plans to journey to Albany, and 
thence to Montreal, where he will call on prominent 
Canadian men in the trade, stopping off at Toledo before 


returning to his home city. 


THE “WILBOW” PLUMBERS’ FRIEND. 

The Williams-Bowman Rubber Co., of 173 North Green 
Street, Chicago, manufactures the “Wilbow” plumbers’ 
friend, shown inthe 
accompanying illus- 
tration. This force 
cup is made of 
high-grade live rub- 
ber, which will keep 
its shape. They are 
easy to pack and 
ship and readily as- 
sembled_ by the user, 
all that is necessary 
being to screw the 
handle into the cup, 
without the use of 
cement, tacks or 
tools, They are The ‘‘Wilbow” Plumbers’ Friend. 





made in two sizes, 

i';-inch and 6-inch cups, with 42-inch maple handle. The 
manufacturers report a gratifying and constantly increas- 
ing demand for these “friends,” and they will be glad to 
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A Better Steel Market. 


lie Miu cf thie Pennsvivania IY Hy ( ¢) ter hoo Ooo 
tons of rails brought some other inquiries with it and the 
whol market looks mucl Dette lhe orce ce ov Dy 
the steel companies have been much larger and it 
pected that a gain will be shown tn the unfilled ordes OT 
the United States Steel Corporat hie ’ 
n the treieht rate nm pt ron tro boirmit ta © 
River points will make | petition p: leat 7 
erritory Sales have een mad nb 1] ne f 1t) 

A leading maker of soil pipe is in tl narket fe O00 
of iron. (Quotations are as follows 
Noa. 1 Northern Foundry, New You 814.75 to $15.00 
No. 2 Northern Foundry. New Yor! 1450 
No. 2 Southern bFoundry, Birmu A bO25 te 7 
No. 2 Southern Foundry, Cinecinnat P3.50 te 14.00 
No. 2 Northern Foundry, ©] 

An Advance in Copper. 

Very litthe new business has developed but. pric: 
firmer. this may be due to a more readv response 
clen onsumers or to a teeln that the market 1S ove}! 
sold. In any event, the price Cc higher 
Do Ae 

Tin. 

There has been considerable activity and pri 
fluctuated more widely that recen Vou! Sale 
been made as Iiegh as 36.506 and at 30.506 

Old Metals. 

New York dealers’ buying pric ire as folk 
Strictly crucible copper $12.00 1 | 
Light copper .. ; roo 10.7 
U'nerucibled copper wir: 1 6 
Unerucibled heavy coppet 11.37 11.62 
No. 1 machine composition 10.00 0° 
Heavy brass | ~ 9 P 2 00 
No. 1 composition turnings pO 9 50) 
No. 1 brass turnings F 7.50 ) 
New brass clippings 850 R.75 
Cocks and faucets <.50 8.75 
Clean red car boxes pF 9 
Licht brass 50 , §° 


MASTER PLUMBERS MEET AT CHICAGO. 
Indicted Men Engage Counsel and Plan for Defense. 


\ meeting of the master plumbers who were recent! 
indicted at Des Moines, was held at the T.a Salle Hotel, 
Chicago, on Wednesday, July 8. National President ‘ 
.ouis Barnes was present from Philadelphia. 

Attorneys Bovle & Howell of Kansas City and Stroc] 
& Wallace of Des Moines, have heen engaged as counsel 
in the case, which will be tried at Des Moines. Dec. &th 
All the defendants have plead not guilty, and, accordin 


to one of their number, feel confident of acquittal 
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Illinois State Board of Health to Check Spread of Typhoid He Takes Pride in His Horse. 


Fever. The Indiana master plumb r who iS not a lover of 









Phere tbundance of evidence on. file im many good horses lives elsewhere than in Kokomo For there 
ealth offic: throughout thi ountry substantiating the good horses are prize d. and none 1s more proud of his 
Charge hat uinmer resort ire common sources of animal than W. C. Hunter. His horse Krank he calls 
rections, a ording to thie Illinois State One Ot his “ochiet assistants. The intelligent look on 
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ire qui a ( FATIO Or everv cas () Vpnoid fever Tre 
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. ' , , | oan 
imtes hou that 40 per cent of the September typhoid 






Determined that the hundreds ot thousands of visitors 





at IIlmois resorts vearly shall b saTeY larded, the Stat 









Board ot Health, with the approval ot Gov, Dunne, has 








mits its inspectors to work on a sanitary survey of the 








. by 5 iz ‘ sarel } ae . 
resorts tf 1nis state Illinois wal ioe One mOr the trst 


Michigan 


Detroit and Vicinity. 


\ccording te) »ecreta©ry STO ot thre Detroit NMiaster 











W. Cc. Hunter and His Horse. 











his tace would make triends tor his boss among cus 







tomers anywhere. Mr. Hunter says that prospects tor 






Plumbers’ Association, members of that organization are 





business this fall ar very good, and he is making no 





CTV Coptimistiye revarding prospects tor business the TC- 





complaint. 
























maimmder (>t this VCaT In all lines there SEC TITS te he a 


revival of trade, and although the amount of building 


‘ ‘ ‘ - ‘ ‘ a — OF = a ss a 
during the month ot June was less than the same month | - 
last veal taking the first six months of 1914 as a whole » C ce nt uw ad : 
if - - }y “4 a cyt 41 . : ’ j a 

- a 














he first six months of 1913 mes 
ttt 


en mecmmeces ED RRR m 


I} kK Kell VY. vers ral manager of the New York Supply 
Louisville and Vicinity. 











Exchange, dealers in steam spectalties, with Detroit off- 
ces at HIT bord Building, has announced his candidacy business with Louisville plumbers is rather quiet at 4 
for congressman trom the first district on the democratic present, with the exception of concerns which have re- E 
ticket ceived contracts for city or school work. Building op- 4 
hrank Mohr, Detroit, will install both the plumbing and erations have not been as extensive as they were expected a 
heating systems in the building being erected at Michigan to be, and most of the werk has not advanced far enough : 
ind Addison Avenues tor the Springwells State bank. to let the plumber get on the job. Collections are rather 
Other Cities in the State. slow, and business is not in a condition to improve them 
Discovery was made on June 30th that the Church of greatly at present : 
Christ in Battle Creek has been abe In a novel way \n ordinance requiring the installation of gas, sewet 1 
Thieves takiny advantave of the week-dav church services, and water service connections in 6sStreets before they AaTe 4 
post dj as plumbe rS, Tipp d up the floors and removed the paved, oT repaved, recently passed the lowe r board ot the 
mountings trom plumbing and the brass from all steam general council of Louisville. This ordinance was intro | 
mxtures Phe loss vas consid rable. duce a some time ago by the Board ot Public Works , an dd 4 
The Sproul & MeGurrin Co., of Grand Rapids, has been was reported upon favorably at the recent meeting by the q 
awarded the contract for plumbing to be installed in the Revision Committee, to which it had been referred. There a 
Leonard Street school building. was some objection to the measure, due to the provision : 
Frank George, of Grand Rapids, has opened a plumbin; which enforces property-owners to make connections to q 
shop at Sixth and Stocking Streets. He reports business vacant property; however, one provision compels the P 
exceedinely vood Louisville Gas and Electric Company to reimburse the 
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property OWnhners aS soon as the Nous is erected and was Vel I ‘Wit hie tet ‘ ’ e 
supphed. Another section of the ordinance ts to the etfect wi e du sider, tO e re repr 
that 1! the property-owne!l reruses [oO do thie work the sent { ! ( ! ents.’ 
city shall attend to the installation and the bill tor the Sp VO! ' 1s M: ort 1 
work will be held as a hen or the property. \ttes it) rerres to thre several meetit r the (ye! rrimitte 
) ; i ' i biad 
xplanation of the measure was properly vile Poh | of t Mast | \ sul 
1. Wakefield, chairman of the Board , 4 lic =\W + t10O1 ith attorney O ca 
| ~ “4 ] - 
the council willingly voted in its favor t to > ' 
. ‘ W 
. . ° ‘ ® . = ' 1] 
Phe Louisville Master Plumbers’ Association and a - the | ' 
. . ‘ - , ‘+ 
General Committee representing tive of the important | GESSeiit | st 
4 oe - oe een ee pl . ete 
: Commercial organizations o LhIs CIV are CoOMpMNinNe rOrees ' 
~ al ‘ ‘ 4 ? t 4 ’ 1] ] 
4 in an effort to obtain the annulment ot the so-called _ ie ” | ClO 
4 plumbing law passed at the last session of the Kentucky ect uM prt | o 
4 Legislature, but applying to first-class cities only—that 7 " © . G pp! tO ¢ 
4 , ° , ‘ P ‘ 1] ‘ ‘ 1] ] ‘ 
a is, Louisville. At a meeting held on Monday night, June 7 7 3 ° _— 
if i6th, the master plumbers were well represented as was BORE EEE , Oara WV par 
Re the Board ot Trade, the Commercial Club, the Real Estate L hie | rt t, how 
aN | la ’ : be | ’ ' , ; ' ‘ + } 
Exchange, the Builders’ [Exchange and the | ploy ers CVCr, Fererre¢ » the retaining oO \aron Koh in at 
\ssociation. Sub committees were named to report back torn oursville, 1 epresent 1? ] Yo: 
to the various organizations, all in the interest of arous \ssou on al the General | tion 
: cy Jeu ; pen nxn" ha .e - ane +] { 117 t 1] 1] } 
ing public sentiment against the measure and to arrange Nat is bound to folk er | ns of the 
ie, ve a al : ] , 
for funds with which to qeiray the cost of testing it in bt Wd reat ma y innocent Vir. Mat 
« : 7 se? = 99 - l; 7 9 
the courts. This plumbing law,” to quote from statements ack S report went on to say, ' ' ee a 
by W. H. Matlack, secretary of a special committee responsible tor and, ours nnot tance in 
of the master Olumibers organization, was yvotten up and al Nanmeialt Way. There wall ( how ! 1 miy 
fostered by the Journeymen Plumbers’ Union, and if they of cases brought against members of om lation who 
: . . . . . 7 41 | ’ 
succeed in getting a biased examining hoard, according will violate the law for ne purpose of Testi til validity 
. . . | 
to the law, they can ask any questions they have a mind of same in the courts, and, if decid against us in th 
hether 1 ‘rtain he pl bing bu ; : lov urt \" re determ | 1] rt tl 
to, whether it pertains to the plumbing bDltsiness or nof, OWer COUTTS, We are Gerermiimned Ct UEP rp Cth mm the 


thereby making it possible to pass those that are wanted appeal of their cases trom one court to another up to the 


and turning down those that are not wanted.” The law Supreme Court 

prov ides that no person, either master plumber or jour- \ll this will take money Mr. Matlack’s 1 eport noted 
neyman, must pass such examination as is required by the and the appeal was made to the representatives of ies 
beard, the mayor is to name, betore he can perform an‘ commercial organizations to help defray the cost of fieh 
plumbing work whatever. All work now has to be done ne a burdensome law which would bear heavily upon ¢} 


under the supervision of a plumbing inspector and his as public as upon the plumber, with no corresponding 
} i i PPL Pat] iy 





sistants and rigorous tests ATC applied, and thre master flirt) i ans ort they Phi mastet 1) | ' ers aa willis 


4 plumbers are held responsible ‘for the quality of the work according to the report of their special committee, to 


i Mr. Matlack’s report to the meeting of the General to any length to secure the repeal or the testing of tl 
Ee (‘ommittee recited what had been done in the way of law in the courts, either by arranging a test LS 
a preparing to comply with the law. First of all it was helping to secure the complete enforcement of the measure 
- recognized that the law will re main on the statute books to the pomt where puble opimtior I] if rm 
4 until if Is declared void by the courts, so an effort was pt uJ 

& made to impress upon the mayor the necessity that he It as required that within twent da itter tI 

: appoint an impartial board to conduct the examinations pomtment ot the board that it ul meet, ¢ , 

inno the date for « mini neidat e ni 


\ committee, including representatives ot the several ort 


a ganizations named, called on the mayor and explained th 


a situation te him, presenting a set of resolutions in which nO ¢ mination hall be requ dt renewal of the 
a it was requested that the board he shall name shall con license, Further the board 1 ested i 

4 sist of one master plumber operating a closed shop, on promulgate a code of rules regulat pI 

7 master plumber operating an open shop, one union jour ing and drainage in the city uch regulation (0 1 
a neyman and one non-union journevman ‘| hie following the at ality ot material and the 1 inne KeCUTtION \ 
4 were suggested tO the nayor: lac ob | Sadacs, W he ) conduct s cording tO Mi Matlack, MN | Indersto | if 
. a closed shop; Ralph Shaw, who conducts an open shop; journeymen plumbers get control of 

3 Ed Tompert, who works in a closed shop; Sam H. Mat ntention to upset the rulk local plun | ir 

4 lack, who works in an open shop. The fifth member of working under and prescrib 

3 the hoard. who is to vote in case of a tie and who will be the circuitou cm mm Dal 

4 the presiding official, is to be the city plumbing inspector, chang it would mean a 100° py 

4 lames McGrath Mr. McGrath is an active member of cost of the work, accordi tO | I rect 

3 he Journeymen Plumbers’ Union, but “a majority of the The law became effective on Jur 

4 ; “9 

a aster plumbers,” to quote from Mr. Matlack’s report, are allowed under its 1 wee 4 

7 “believe him to be fair and impartial in his dealings, and, installing or placing pl i tu al 

3 here fore, offer no other man for this place or the fu mak ipp! ition to tM d _ " 

q ture.” Mr. Matlack’s report continued, “1! any change tion tO qualification 

a made 1 this oftice, W ¢ do fee] that in justice to all, as th hoard may Preserrot 

: ¢ plumbing inspector and his assistants should not be The repre itatives of tl nc 
liated with any organized body of plumbers.” The \ssociation and a committee trom. the crat 
vor, Tohn D. Buschemeyer, replied that he was not as lobbied strenuously at the last Legislature to deteat the 











PTRADE MARK 











The Statistician is unknown who can measure 
the value of the rather terse phrase 


GET A RUUD 
Thousands of Ruud Users are praising RUUD 


and urging their friends to 
GET A RUUD 


Hundreds of Ruud Employees are daily and 
quite naturally repeating 
GET A RUUD 


Architects of fame the world over specify and 
advise that their clients 


GET A RUUD 


Every day in the week some wide-awake 
Plumber is bound to say 


GET A RUUD 


Literature bearing the Ruud Trade Mark, scat- 
tered far and near reads 


GET A RUUD 


Shipments going to all parts of the world are 
labeled with the famous phrase 


GET A RUUD 


If you are not talking “‘Ruud,”’ you should ac- 
quire the RUUD habit and 


GET A RUUD 


Then you will find that RUUD is ‘contagious " 
and many of your customers will soon 


GET A RUUD 


Write Ruud Manufacturing Company, at 
Pittsburgh, Pa., or Toronto, Can., for 
prices, catalogs, and whenever you want to 


GET A RUUD 
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bill, but the lobby of the Journeymen’s Union appeared 
to have gotten better results. The measure originally 
was to have applied to second and third-class cities as 
well, but representatives from the smaller towns suc- 
ceeded in confining it to Louisville. Interest in the fight 
is imcreasing generally, the commercial organizations. 
especially those which are interested in real estate, are 
taking sides with the master plumbers and have urged 
upon Mayor Buschemeyer, the necessity of making care- 
ful appointments to a board with such extensive powers. 
The members of the special committee from the Master 
Plumbers’ Association are: George Schardein, of F. S. 
Schardein & Sons; Jacob Isaacs: B. B. Watts; G. Phil 
Miller, of Miller & Sauer: C. F. W. Lasch and W. H. 
Matlack 


(Alta) 


Birmingham and Vicinity. 

















riends of the late J. E. Mason, of the firm of Mason 
& Dulion, will regret to learn of the death of his mother 
on May 8th. 

Elbert Williams, owner of the Crescent Plumbing Co.. 
joined the ranks of the benedicts on June 24th. His 
bride was Miss Ruby C. Sharpe, of Woodlawn. where 
they will reside after their honeymoon trip to various 
interesting points in the north. 


Joe Pate has opened a plumbing shop and has been 
awarded the plumbing contract for the new S. H. Kress 
Building Mr. Pate was formerly with the Barbour 
Plumbing, Heating & Electric Co., and has had several 
years’ experience in the business. All the master plumb- 
ers wish him success. 

The Jacobs-l-vans Co. was awarded the heating con- 
tract on the S. H. Kress new building. 

EF. P. Inscho and Hamilton Hines have returned from 
\tlantic City convention and report having had a fine 
time. 

The many friends of Mr. Mandy of the Mandy Plumb- 
ing Co., will learn with sorrow of the death of his mother 


on June 3rd. 








[__ Ohio | 





Cincinnati and Vicinity. 


ae 


The Kelly & Quane Plumbing & Heating Co., of Cin- 
cinmat, has taken title to 30 by 125 feet of property on 
the West side of Carthage Avenue, in St. Bernard, from 
lohn J. Kelly, a member of the firm. The property will 
be used in the firm’s business. 

The contract for the plumbing in the new Holy Family 
Church, Price Hill, Cincinnati, has been let by Architect 
J. Ff. Sheblessy to William Hillenbrand & Co. The build 
ine will cost about $100,000 and the plumbing contract 
will be a good one. 

The heating and ventilating in the new high school in 
Hamilton, O., contracts for which have not yet been le! 
will cost in the neighborhood of $20,000 or $25,000 and th: 
plumbing will cost nearly as much. The Roche-Brune: 
Building Co., of Cincinnati, will probably have the gen 
eral contract with the letting of the work mentioned 




















ci Sabai alas Shia. 
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The recent announcement of the Ohio Industrial Com- 
mission, which has charge ot the admunistration of the 
workmen’s compensation law of the State, that rates are 
to be reduced was hailed with considerable satisfaction 
by many members of the plumbing trade, including, of 
course, manutacturers of supplies and the larger concerns 
employing enough journeymen to bring them within the 
operation of the law. Inasmuch as a surplus of nearly 
$2,000,000 has been accumulated with the rates now in 
torce, it appeared that those rates were too high, and a 
general reduction of six per cent has accordingly been 
placed in force. Still more welcome was the announce- 
ment that the reduction is retroactive, as this means the 
retund to the employers of nearly $100,000 out of the sur- 
plus in the commission's hands, which sum will be dis- 
tributed among about 1,400 industries. 

Building operations in Cincinnati were less active in 
June than tor the corresponding month of 1913, accord 
ing to the recent report of the building commissioner. This 
report shows the issue of 282 permits, for structures and 
improvements valued at $1,392,625 in June, 1913, as against 
232 permits for improvements vauled at $1,116,885 for last 
month. The last six months, however, showed a marked 
increase over last year, in spite of slow business generally, 
about 500 more permits, representing work of the est! 
mated cost of almost $1,000,000 more, being issued in 1914 
than in 1913, which makes things look a good deal better 


than some people have been inclined to believe they were 


Massachusetts 

















The election of an inspector for plumbing for the city: 


of Worcester is still pending. A meeting of the board 
of health for this purpose was to have been held last 
week, but owing to the illness of one member of the 
board no session has yet been held. There are several 


candidates for the place. 

The contract for the installation of a plumbing system 
in the mill building being erected at South Framing- 
ham for the J. J. Prindiville Co., has been awarded t 


_ 


' 
Harvey C. Pierce, of Millbury. 

The American Plumbing & Jleating Co., Fall River, 
has been given the contract for brass piping and marble 
slabs for the new public comfort station in that city 
Their bid of $1 453 was t he lowest « if several rece ed. 

The municipal council of Lynn has awarded the con- 
tract for plumbing and ventilation improvements at the 
police station to Reardon Bros., of Lynn, on a bid of 
$1,456. Other bidders were M. A. Dame & Sons., Inc., 
$1,475: J. F. Morgan & Son, Inc., $1,617. 

Howard Rowell and William (Owens, of Haverhill, 
have opened a plumbing establishment at Hampton Beach, 
N. H., a near-by shore resort. 

W. G. Cornell & Co., of Boston and New York, have 
the contract for the plumbing in the new Greenwood 
Memorial building at Gardner. 

The contract for steam piping and plumbing in the 
new building of the Cordis Mills, Millbury, has been 
placed with Harvey C. Pierce, of that town. 

Springfield—A very pleasant and bountiful surprise was 
recently sprung on N. O. Bliss, a prominent master 
plumber of this city, by a party of his bosom friends. 
This was in the form of an informal dinner at the High 
land Hotel, in view of the fact that Mr. Bliss is soon to 
‘oin the ranks of the “Benedicts.” H. P. Baldwin, of 
(seo. E. Gilchrist & Co., ot Boston, was a very apt toast- 


master on this occasion 
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OFFICE OF 


THe B or L. E. BulitoinG 


CLEVELAND 





fu: sccuear wedele 
anh jerk 
me as 
Bh! wien eae & 


ores 


June 23, 1914. 


The Risnop-Rabcock-Becker Co. 
Cieveland, 0. 
Gentlemen:- 

In reply to your letter stating *hat you wish to 
feature the Brotherhood of Locomotive Engineers Building in 
the Architectural Journals, will say that we do not object 
to your proposal, 

We aesirs to state, also, that your Air Line ka 
liabie Vacuum Heating System, which has bean in use in our 
Bullaing for three winters, nas ziven us antire satisfaction, 
and we can recommend it as being the best system we know of. 

Yours very truly, 
Ya a Kn e ber WN eg 4 
C } ‘> 


Read this letter 


from the manager of this modern 
office building—one of the largest 
> . ray 
and finest in the W orld. Phe 
Reliable Vacuum Heating System 
has viven entire satisfaction because it in- 
sures even heat distribution. instant results 
and creat fuel saving. The system Is noise- 
less: and there Is ho Vapor ESCAPE, ne 
leaky radiator valves: no odors or gases: 
no adjustments necessary. 





ble 


VACUUM HEATING SYSTEMS 


are giving Just as good results in hundreds 
of other buildings of all kinds, large and 





small. throughout the country. 
Our catalog explains why these results are pos- 


sible. Write for a COPY, today, of Booklet “Fk.” 


THE 


ABCOCK- BECKER 


COMPANY 





BISHOP: 


General Offices: CLEVELAND. ©. 
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Connecticut 
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continues active througcnout the state 


many contracts have recently 


+7 ¢ 
a; 


mtracts placed aiTe¢ thie 
\V. Hodges, plumbing 1n house on Sun 
roe \ Tere : narle That her LA. 


in connection with alterations at 


. plumb Ing, 
Ol er ek lub; J. M. Reichenbach, plumbing and heating in 


e-tamily house on Chipman Street tor Adam Jenusat- 
Only Gas tis; Barlow Bros. Co., plumbing and heating 1n house on 
Joiler with ine Stre } S. P. Williams, jr.; Barlow Bros. Co., 
~ ae MO ic 1 . 
Steam = Dome plumbing in resi at Middlebury tor Wilham H. Bris- 
and Clean-Out : ae 
Doors |. Daly & Sons, heating in same building; John M 
Positive f i re (ai, plumbing 11) busine hlock On Washington Street for 
travel. No Martin Keefe; Thom: A. Walker, plumbing in new 
C Oo m b a S t- 7 hoolhouse at Torrington 

ing gas can 
escape until it | 
has covered an heating in two two-tamily houses on Madison Avenue for 


Bridgeport.—Carlson & Benson, plumbing and furnace 


actual distance Bertha M. Hurlock; same firm, plumbing and heating in 
Or Over six 

feet. 
Very litthe accumulation on flues on account of 
perfect combustion and design of burner. . ie 
Requires very little attention. three apartment houses on Hancock Avenue tor G. Vec- 
Nothing to get out of order. sey; W. P. Kirk Co., plumbing and heating in nurses home 


‘ . , + - a = ee y* > : , , . ‘ 
Made for either steam or water connected with St. Vincent’s hospital; W. H. Clark, plumb- 
Highest efficiency at minimum cost. 


house on Capitol Avenue tor Gustav Matzer; same firm 
plumbing and heating house on Jetland Place for Paul 


Danielzuck; Louis Veesey, plumbing and heating in three 


ing and heating new residence and garage in Fairfield for 


l > 0H | ate atalog. : , . , ; > ‘ 
Write for illustrated catalog William Schmidt, plumbing and heating in two-family 


PEERLESS HEATER COMPANY, Pittsburgh, Pa. house on Vine Street for Marie L. Whitney, plumbing and 


hot-water heating in two-family house on North Avenue 




















tor Frank Ward, plumbing and heating in two houses on 
Herkimer Street for William Fallon; A. E. Roberts, plumb- 


| m3 Bie ing and heating in house on Boston Terrace for A. H. 
Sneezy, plumbing and heating house on Capitol as 


) ; for W. F. Chatlos; Doherty & Freeman, plumbing in two- 
There’s no place where Quality counts more : . 
, : | family house on Davenport Street for Michele Gasconeta; 




















than in radiators. | | a | ' 
t pays be sure before installing radia- Siefert Bros., plumbing and heating in new residence on 


i] make good on the job. Savoy Street tor Christine J. Sears; G. S. Eames & Co 


plumbing and heating in house in Fairfield for S. H. 


LOGAN Wheeler: Richards \ (hilds ot Stamtord. heating SyS- 


‘mo oin Maplewood school; John Scanlon, plumbing and 


High - Pressure 
Tested Loewith; Schietinger & Ladwig, plumbing and heating in 
Radiators torehouse and garage on Holland Street for William 
W. G. Cornell, plumbing in new building being 
always satisfy erected by First Bridgeport National Bank; W. L. Fleisher 
never leak O ic., | ame structure; Joseph Mullins Co., 
Made in all Plumbing and heat in house on Mill Hill Avenue for 
patterns for W. F. Chatlos. 
steam and wa- 
ter. 


-water heating in house on Laurel Avenue for Walter 














Sie tert Bros.. CT Bridgeport. 


] 


wmouse to 


) 7 plumbing and heating a 
Plain and or , ee , ! : 
tor John Bradley. The Rehill Plumbine and Heating Co. 
1amental. cee ere | 
will do the plumbing and heating in a two apartment 
Neat, smooth, 
large air spaces 


house on Porter Street, Bridgeport, for R. B. Ballou. 
; John Scanlon has a contract for plumbing in a ten-room 
Connect- 

ed with malle- 
able screw 


nipple. ing in a two-apartment house on Calhoun Street for 


modern house to be erected on Berkshire Street for 


Wilham Toothill. Carlson & Benson will do the plumb- 


Kate Doherty. Plumbing and heating in the engine house 
ur yoober Tor prices. No. 3 will be installed by C. S. Eames & Co., who were 


Logansport Radiator Equipment Co. the lowest of several bidders. : 
7 Logansport, Indiana So Richards & Chard have been awarded the contract 


























for plumbing and heating and metal work in connec- 


heinenil —EE 
‘* a =) tion with a $45,000 contract which Ilenry \W. Chappell 
has at New Canaan. 
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California 


San Francisco and Vicinity. 








Despite the absence of all excitement and the settling 
Ot the venefra business conditions to regular humdrum 


ot daily routine, the amount of business is about the same 
as under normal circumstances lt there is really any 
nation-wide tinancial depression, it is not so much felt 
Dy the San francisco Jobber as by thie manutacturer who 
has to Car©rry the stock till the last moment of receiving 
an urgent order trom the man in overalls \ new method 
has developed under thie stress Ol! the rFCCEery “tiohtness.” 
The necessity of cutting down to minimum all running 


, 


expenses forced the jobber to down the amount of stock 


carried on hand tor possible use in some indetinitely 
remote future, and to let the manutacturer send it when 
it 1s really needed, Phe jobber uses the te legraph blank 
more treely now-a-days for ordering material than ever 
betore, and finds the results quite satisfactory. lle saves 
the cost ot storage, shitting the whole expense On the 
factory, and receives the goods without delay In such 
manner, by elimination of all not absolutely necessary 
expenses and by simplitication of business methods accord- 
ing to modern standards of extreme efficiency, the San 
francisco plumber is developing that fitness that contains 
the only guarantee of survival in the competitive strug- 
gle for existence and lasting supremacy. 

Krancis : # Baker, president of the (;eorge HI. Tay Co... 
believes that the best thing a business man can do at 
the present moment is to devote his whole attention 
to the details of his daily office duties. In the previous 
rush of big orders many little things were overlooked in 
the management of big affairs. They seemed to be of 
no importance or of such small importance that nobody 
paid any attention to them. As a matter of fact they 
are, according to Mr. Baker, just as important as the 
daily hygiene and the daily diet to the health of an 
individual. sy ignoring the latter you dig your early 
nm your office 


yrave, and by ignoring the smallest details 
you certainly weaken your business. The present stress 
will purify business, and it will soon emerge from. it 
stronger and healthier than ever. 

Morris Stulsatt, of the Stulsaft O., believes that busi- 
ness is just about in its normal state without sudden 
rushes and surprises, but with all marks of stability. 
There is a suthcient amount ot repair work in San [ran- 
cisco to keep a force of men constantly busy The 


apartment houses, hotels and flats with antiquated and 


lefective plumbing are putting in new fixtures, and this 
kind of work is bound to increase daily as the date of 
the opening of the Big Fair is nearing. Mr. Stultsaft 
has been in Stockton lately, and his report concerning 
the activity of the Stockton Board of Education con 
tains the interesting intormation that over $150,000 are 
soing to be spent on school buildings of that municipal- 
ity in the near future. Bids for plumbing, heating and 


ventilating are being received and awarded continually. 


' { , - i eo, 
ias leased the ground floor, basement 


The Kohler Co. 
and mezzanine floor of the building, 571 Mission Street, 
running through to 76-77 Minna Street, for ninety-siy 
months. formerly these premises were occupied by the 
John Douglas Co. 

Joseph H. Pinkerton has been awarded an $8,260 con- 
tract for plumbing, sewering, gas fitting, plumbing fix- 


tures, hot water and steam heating in a five-story and 
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IT PAYS TO USE THE BEST 


The 
Williams - Bowman 
Rubber Co., Mfrs. 


173 N. Green Street 
CHICAGO 























Water Tight Connections 
In Soil Pipe Work 


The easiest and bestmethod of making absolutely water tight con- 
nections in soil pipe work, is to use 


The Sisson 
Insertable Joint 


This joint does away 
with the old method 
of springing the PATENTES 
stack or removing OCT. 5 .1897. 
wholelengthsof pipe. gis 
Withthe SISSON 
it is never necessary 
to disturb pipe. 


R. ESTABROOK’S SONS, South Boston, Mass. 
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yes 


on Radiator Valves is a guar- 
antee of 100% efficiency 


Material used, construction of the 
valve ana our rigid test. ff ake 









sible for us to give our broad guaran- 
tee on all valves leaving our plant. 
Complete line of standard steam and 
hot water radiator valve 

We have some new valve literature 


for you if you will write 


The Dole Valve Co. 


206 North Fifth Avenue 
CHICAGO 























Desolvo 


inl EEE 
‘The Plumber’s Best Helper” 


i agen 








oe ay 

DESOLVO. is a eombination nen | 

Vhich, when wate! dded. quick- 

r ye lv dissolves all the cphtabale Su 

" FOS tances that cause $0 of the pipe 

mmCTEDSeme =. Stoppsces, faves tine and ex: 

f . } rMoOage) TT pibiimdbys era ere ly) 

k DRAIN PIPES lude it in yours—i increase 

Ree vour profits TeT twoelf or) 

*) CHAMBERLAIN Co. ! twents rrvirisite 

| + wee adh ‘— ~ (order a case from youl oObber 
a , toda 


ae 


\ 


‘ 
Weorite to tev literature 


The Chamberlain Sinosien 


Manufacturing Chemists 


628 Grant Street, Pittsburgh, Pa. 
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The Patterson Hot Water Tank 





is a long stride in advance in tank construction. 
Unlike the ordinary hot water tank, there are 
no coils and return bends to become leaky. 





= 
ate ee id 
at new 





OR OUTLET 
ie Bn eer oy 


No Idle Heating Surfaces 


The Patterson contains a number of tubes hav- 
ing greater area than the steam pipe, so that all 
condensation discharges as rapidly as it forms. 

Write for Catalog explaining other advantages 
of the Patterson Tank. 


Frank N. Patterson & Co. 
26 Cortlandt Street NEW YORK 








When vou Think of Water Heaters Think of 
the 


RADKE “SAFETY” 


You give your custom- 











ers more for their money 
in the RADKE than any 
other heater made, and at 
the same time you realize 


good profits yourself. 


Safe—Efficient—Eco- 





nomical—Durable. 


You should be 
the first in your 
locality to in- 
vestigate our 
propos l- 
tion. Write for 
our descriptive 
(Catalog and 
special prices. 


Radke Manufacturing Company 
177 Jackson Boulevard, Chicago 
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basement apartment house on Leavenworth and Geary 
Streets. 

\rchitects Cunningham & Politeo are preparing plans 
for a $75,000 dancing pavilion at Eddy and Jones Streets. 
The plans provide for steam heat and a modern system 
of ventilation 

Other Cities in the State. 

Oakland.—Bids for work including plumbing, gas fitting, 
damp-prooting, heating and ventilating in the Auditorium 
in Peralta Park, are being received in the City Hall. Plans 
are with J. P. Donovan, supervising architect. 

The Clinton Fire Proofing Co., of Oakland, has the 
general contract for construction of the new Sacred Heart 
Novitiate buildings in [Los Gatos. The two wings to be 
constructed in the rear of the old structures will be of steel 
and concrete, and provided with modern plumbing fixtures 
The cost, without mechanical and electrical installation, 
will amount to $125,000, 

Banning._-The High 
High School District will soon receive bids for installa- 
tion of heating and ventilating systems in the new high 
school. The plans and specifications have been prepared 
by C. H. Russell Co., architects, 500 Union League 











School Board ot Banning Union 





Building, Los Angeles. 

La Jolla—The plan of building a new septic tank at 
the foot of Prospect Street 1s being widely discussed on 
account of a costly lawsuit carried on by the property 
owners who claim that property is cheapened by the 


present system of tanking. 


[ Washington _ 

















Seattle and Vicinity. 

A new plumbing system to cost approximately $10,000 
will be installed in the Latona School during the summer 
vacation, in place of the system now doing service. The 
improvement was voted by the School Board recently, 
and School Architect Edgar Blair has been asked to pre- 
pare plans for the work. 

S. G. Combs, of 4161 Arcade Building, will make altera- 
tions and repairs to a business block located at 1218 Third 
Avenue. Plumbing and heating installations are included 
in the work. 

C. F. Martin, Railway Exchange Building, has been 
awarded the contract for the construction of a four-story 
warehouse and office building for the Aabling-Elbright 
Seed Co. at 89 West Pike Street, to cost between $25,000 
and $30,000. Bids for materials and subcontracts, includ- 
ing plumbing, heating, etc., will be received, it is reported, 
during the latter part of July. 

Plans for a five-story and basement apartment house to 
be built on the northwest corner of Sixth Avenue and 
Spring Street are being prepared by Architects Weld & 
Thomas, Hoge Building. The proposed structure will be 
modern in every respect and will cost in the neighborhood 
of $100,000. Bids for the general and subcontracts will be 
received within six weeks. 

The contract for the construction of a six-story and 
basement apartment house for D. R. McKay, on the south- 
east corner of Seventh Avenue and Pike Street, has been 
awarded to the Butler Construction Co., Central Building. 
The general contract includes the bension. plumbing and 
electrical installations. The structure complete will cost 
about $150,000. The contract for heating has been sub- 
let to the Pacific Plumbing & Heating Co., Central Build- 
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ing, and the contract tor plumbing and gasfitting to Sul- 
livan Bros. Plumbing & Heating Co., 518 Olive Street. 

Plans for the construction of a reinforced concrete sum 
mer hotel to be built on Vashon Island are being pre 
pared by H. F. Tucker, Alaska Building. The building 
will cost approximately $70,000 and will be built this sum 
mer. 

Work will be started soon by the Yesler Estate on the 
construction of a four-story mill constructed hotel and 
store building on the corner of Yesler Way and Post 
Street. The building will be 78x167x174, costing between 
$60,000 and $75,000. Bids for the general and subcontracts 
will soon be received by the Yesler Estate. 

A. Mehlhorn, Mehlhorn Building, has commissioned 
Architect Chas. Haynes, Mehlhorn Building, to prepare 
plans and specifications for a three-story addition to a 
one-story business block at 81 Columbia Street. The work 
entails the expenditure of about $50,000. Bids for the con 
tracts will be received by Architect Haynes at an earl) 
date. 

T. J. Donaldson, of 4127 Seventh Avenue South, will 
make alterations and repairs to a four-story store and 
apartment building at 4106 Eighth Avenue South. Plumb 
ing and heating svstems are included in the work. 

A. A. Nelson, contractor, 1208 Shelby Street, will build 
a three-story hotel at 1607 Eighth Avenue, to cost $40,000 
The contractor named will receive bids for the subcon- 
tracts, including plumbing and heating, in the near future. 

Architect Louis Mendel, Oriental Building, has been 
commissioned to prepare plans for a six-story office build 
ing which is to be constructed for John F. and James B. 
()’Shea, of Portland, on the southeast corner of lifth Ave 
nue and Pine Street. Bids for the general and subcon- 
tracts will be received the latter part of July. 

Architects Saunders & Lawton, Alaska Building, have 
completed plans for the Masonic Temple to be erected at 
the southeast corner of Harvard Avenue North and Pine 
Streets and bids for the general contract will be received 
at once. The subcontracts, including plumbing, heating, 
ventilation, etc., will be awarded by the general contractor. 
The cornerstone of the structure, which will cost approxi 
mately $450,000, was laid July 4th. 

Plans for the construction of a three-story and base 
ment, frame and brick veneer, apartment house to be built 
on 15th Avenue Northeast, between 41st and 42nd Streets, 
for L. B. Weisner, have been completed by Architect Car] 
Siebrand, Arcade Building. 

The contract for the construction of a three-story busi- 
ness block has been let to S. G. Coombs, Arcade Build- 
ing, by Architect H. B. Pearce, Arcade Building. Bids 
for plumbing and heating will be invited shortly by the 
architect. The building will cost about $50,000, and will 
be located on University Street, between Second and Third 
Avenues. Chas. S. Miller is the owner. 

A. Warren Gould, architect, American Bank building, 
is preparing plans for a $250,000 private hospital to be 
built on Queen Anne Hill by a stock company of which 
John H. Starbird, a local capitalist, is president. Bids for 
all contracts will be received by the architect named. 
Plumbing and heating contractors from all over the State 
of Washington will be asked to submit figures for heat- 
ing, ventilating and plumbing. 


Other Cities in the State. 

The Peyton Investment Co., Peyton Block, Spokane, 
will build a two-story, brick, $35,000 office building at 706- 
18 Sprague Avenue. The general contractors, Hartness & 
Norris, 1011 Cleveland Avenue, will receive bids shortly 
for subcontracts, including plumbing and heating. Plans 
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||| Maximum Efficiency 
In the All-Important point in favor of the l] 
Hoffman 


Storage 
Water Heater 


Has most heating OF 
surface. 
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Asbestos insula- ye | 
tion prevents loss ae apes 
of heat. a — 
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Natural and rapid 
circulation of wa- 
ter with small fire 
as well as large 
one. 

The BEST is 
none too good 
for your custom- 


Crs. 
Investigate. 
The Hoffman Heater Company © 
Lorain, Ohio ] 
Lome 
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Belongs to the Plumbing Line 


| 


Plumbers are making extra protits handling 


ani-Flush 


very housewife who has 
used it will not be without 
If. 











The ¢ IN LLY preparation 
that cleans every part of 
a closet bowl quickly and 
thoroughly without scour , 
ing or brushing. 


Does not in- 
jure pipes or 
howl. 


lf you are 
not familiar 
with SANI- 
FLUSH write 
today for tree 
trial can and 
pierestin 
details. 


: PRAP WHICH 24 
"s NOT SEE ANO CANAOT 
CLEAN EXCEPT WITH SANI-FLUS 


THE HYGIENIC PRODUCTS CO. 


220 FKighth St., 8. E. Dept. D CANTON, OHIO 
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Quick-Opening Union 
Radiator Valve 








“CAPITOL” 


—— HIGH GRADE — 


Radiator Valves 


All Valves thoroughly 
tested and inspected 
before shipment. 








Capitol Brass Works 


DETROIT, MICH. 





























SONAR 


” 


TO DO MORE WORK IN LESS TIME 


is the great problem of mod- 
ern business. 
The steamfitter who is a keen 


business man will readily see the 
advantage and practicability of 


BUELL’S COMBINED 
CARRIER AND TRUCK 


Saves labor, time and strength. 


Just the thing for carrying radiators up and down 
crooked narrow stairways and halls. 


Write for details and prices. 


BUELL BROTHERS, Fulton, N. Y. 

















phia, Boston, Buffalo 


nection 

This kitting ta { 
Floor Plate. Bra ey 
tings in Wall 

SAVE you mone Ol 


Hedson Terminal Bldg., 





, 
Write todav tor turt! 


Sanitary Company of America 
Main Offices: Linfield, Pa. 


New York Representative, Henry W. Letcher 


Absolutely Practical 


lhe Ideal Closet Connection In all sizes. Sanitary 


Approved by the Building Departments of Philadel 


} 


Brooklyn and other principal 





| Bend, Brass 
older Joint and Fit 


Material and Labor. 


ler particulars. 


50 Church St., New York City 

















\berdeen, for the remodeling of the Hotel Crescent into 
an apartment house. \ new heatine plant and additional 
1 { 1 { 
pittmMpme are it luded im the work 

J. Irwin, Aberdeen, on a bid of approximately $40,000 
} t.. } oT) "\ “le h > be *f r » +}, 7) T°11 : ) : 
ba Cen aWarae tne COntTat IOr {Me CONnstruction of a 


High school at Elma. \rchitect Watson Vernon, of 
\berdeen, who prepared the plans, will shortly receive 
ids for the plumbing and heating. 

The Ansonia Realty Co., of Tae oma, will build a 4125, 000 
apartment house on the corner ot ‘orth E Street and 
Tacoma Avenue Architects Heath & Gove, National 
Realty Building, prepared the plans. The subcontracts will 
he handled by the architects Practically every Tacoma 
plumbing establishment has been asked to submit figures 
on this job. 

The State Building Commission, Olympia, has decided 
to issue bonds in the sum of $3,000,000 to provide for 
present indebtedness which is $1,773,000 and to complete 
the Temple of Justice and the main building of the Capitol 
yroup which will cost $1,500,000. It is understood the 
work of completing the structures will be resumed dur- 
ing the summer. 

The contract for the construction of a Carnegie Library 
n Sedro-Woolley has been let to Duke Dalton of that 


town. The general contractor will sublet the plumbing 


and heating. 

The low bid for the construction of a High school and 
eymnasium in Buckley was submitted by Storgaard & Co., 
of North Yakima, it being $31,374. Calloway & Teague, 
architects, Hoge Building, Seattle, prepared the plans. 
Bids for the plumbing and heating will be received by the 
architects shortly. 

The School Board, of Kent, has awarded the contract 
for the construction of a High school to the Hattield 
Construction Co., of Bremerton, on a bid otf approximately 
$295,000. This includes the heating, plumbing and ventila 
tion. A. Leeper, of Kent, prepared the plans. 

The contract for the erection of a new High school in 
the Hlarmony Diust., near Bellingham, has been awarded 
to Carlson & Ecklund, Bellingham. The contract for heat- 
ing plant and sheet metal work was let to the Bellingham 
Auto Supply Co., Bellingham, and the plumbing contract 
to Dupar Bros., Bellingham T. F. Doan, architect. of 
that city, prepared the plans. 

R. M. Fouts, Seventh Avenue and Pike Street, Seattle, 
recently purchased a site at 14th and Main Streets, 
Olympia, and announced his intentions of building a $50,000 
apartment house. W. P. White, Hinckley Block, Seattle, 
has been commissioned to prepare the plans. 

Plans for the proposed county court house to be built 
by Walla Walla county in the city of Walla Walla have 
been completed by Architect Henry Osterman, of that 


ity, and approved of by the Board of County Commis 


sioners. It is understood bids for the construction of the 
structure W 7 be re eived during the Stnmimer.’r, 
Silver City, N. M -Bids ATC bye ing Té¢ ceived by thre 


(srant County Hlospital Association for heating, plumb 
ing, electric wiring and fixtures for a hospital building 
Plans and specifications are on file with M. S. Cox, secre 


tary of Charitv Hospital, Silver City, N. M. 
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Plumbing Department. 
1,101,521. Cover for Washtubs. Jacob J. Bram, Perth 
Amboy, N J. A cover tor receptacles of the class de 
scribed having a bottom front flange, bottom side flanges 


- 


and a transverse rib parallel with the front flange and at 


a distance eeatioaia equal to the width of the top of 
extended at the back of 


the receptacle and being connected therewith by double 


the receptacle, the cover being 


folding hinges, parts of which are secured to the recep 
tacle and parts to the extension of the cover. 

1,101,972. Article Covered With Sheet elluloid 
George H. Sweezey, Newark, N. J. In a celluloid cov- 
ered article having an exposed edge which receives more 
water than the rest of the surface of the article, the com- 


—o" 


bination of a core having an edge corresponding to sar 
edge of the article, 
margins with their edges abutting each other upon said 


Cas 


.” ¢ 


sheets of celluloid having tapered 


of the core and adhesively secured to each other, 
and a reinforcing strip of sheet celluloid extending long 
tudinally of said edge of the core with tapered margins 
overlapping opposite sides of said edge upon the said 


tapered margins of the sheeis, said sheets and_ rein- 
forcing strip being united adhesively, whereby the joint 
of said sheets is strengthened and the covering thickened 


at said edge of the article to resist the wear thereat. 
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1,101,703 4 





11ole4 


1,101,708. Urinal. James J. Lawler, 


inal basin. a thermostatic mem 


— 


In combination with a u 
ber positioned therein, a flush valve, a diaphragm oper- 
atively controlled by said thermostatic member, actuat 
ing connection means between said diaphragm and valv: 
whereby said valve is automatically operated upon the 
change in temperature of the thermostatic member. 


Drinking Fountain. Patrick J]. Madden, Chi 


1,101,749. 
cago, Ill. A drinking fountain having a basin provided 


at the bottom with a vertical outlet gOpening, a hollow 


bracket arm which joins the rear. side of the bas‘, its 
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leading architects 
j 

I Sanitary engi- 
ers spe T\ 


Aluminum 
Seats 


cause they are ab- 
Miciv sanilary. 


harbor 
like the ordt- 
lary wood or com- 





Highly polished—may be cleaned with soap and water 
without injury. 


Made to last a lifetime. 


We want you to have a sample “Sherwood” seat in 
your display room and will send you one (one only) 
by parcel post at one half regular price. 


Write today for circulars and full details. 


SHERWOOD BRASS WORKS 


1167-1175 Jefferson Ave., East 


Detroit, Mich. 


Largest Mfrs. of Aluminum Tanks 
nd Seats in the World 







































Nipples 


Manufactured exclasively from 


Byers’ Genuine Wrought Iron Pipe 





Perfect threads make perfect joint 

Byers’ Wrought Iron Pipe insures long lift 

We solicit inquiries on special Nipples, and pecial threading for 
every purpoe 

Get our Catalog and special discounts, 


Caldwell Mfg. & Supply Co. 
5022 Gloster Street, Pittsburgh, Pa. 































Pelham, N. Y. 





Simplicity Itself — 


The time and money saved 
on every job by using the 


| “ANY ANGLE” 
| ADJUSTABLE ROOF FLASHING 


more than pays for its cost 
Ktequires only a screw driver 
and hammer to put flashing 
on 
Most practical roof loint 
ver made for Soil and 
wreneie Iron Pipe 
Drop us a line and we wil 
tell you all about it 


Manufactured by 


The Canton Supply Company 
Canton, Ohio 
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—— rear end being open tor the imsertion and removal of 





C . d C bi ° waste pipe connections, said rear end being provided with 
raw or om ination means for engaging suitable supporting means, a drink- 


Having lead jaws, is the only vise made ing cup located within and supported by tie basin, said 
that will hold brass and nickel plated pipe . . : 
securely without scratching or marring. | cup having ports or passages through which waste water 
ee can easily be removed and re- in the basin may flow to the outlet opening, a fitting 

Also equipped with steel jaws which will located within the hollow bracket arm and having an 
grip firmly any pipe up to 1% in. Iron size ° 

Light, compact, easily carried. Can be upwardly presented branch having an open end register- 
readily secured to bench, board or door , . ‘A Sees 
frame ing with the outlet opening of the basin, said fitting hav- 

Every plumber and 
fitter should have this , 
great labor-saver. No ' a municating with said discharge branch, a valve device 
other vise or attach , : : ; ‘8 

needed on the : _. having a casing located within the fitting, a water sup- 


ing also a discharge branch, a waste water pipe com- 


Write today for prices. re | ply pipe communicating with said casing, a second pipe 


also communicating with said casine whence it extends 


Joseph H. Young Co. 


82 High Street : J, ; . : ; ’ : 
Boston, Mass. communicates with the interior of the drinking cup, said 


valve device having a valve for controlling the flow of 


upward through the outlet opening of the basin and 




















vater from the water supply pipe to the aforesaid second 





pipe 
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READ THIS, MR. PLUMBER: - 


0) for a Wentz Thermostat and give it a thorough test. You ¥ S) y 6 } Vis 
~ \ f 


“onvinced that it is tie most perfect gas reguiator on the mar —— a Ee a ; 


‘3 under all conditions—Larag« 
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jobbers and plumbers. 





The Wentz-Yoder Mfg. Co. 


Engineers Bidg., Cleveland, Ohio 


























1,202,136. 


Horigan Aqua Expansion Tank 
PRICE, $11.50 NET 


A real money saver for Hot Water Heating 
—no attic expansion tank needed Cheaper 
than any heat regulator or generator. Con- 
tractors save money on piping—%-in. risers 1,101,872. Water Heater. Benjamin E. Meacham, Lo- 
to first floor—%-in. on second—none needed 
larger than 2 in Reduces pressure. In- 
creases efficiency. Saves fuel. On five to louis, Mo., a corporation of New Jersey. A water heater, 
eight-room houses, you can make a price in 
competition with a Hot Air Furnace eontract. é : a : 
Big demand Send for full details. lugs on 1ts inner tace, a burner supported by the ring 
within the opening and spaced therefrom, a corrugated 


HORIGAN SUPPLY CO. inner casing having a laterally extending annular flange 


at its lower end resting upon the lugs of the ring to 
ST. JOSEPH, MO. | : 
form a space between the same, an outer casing having 


rain, Ohio, assignor to American Stove Company, St. 


comprising a supporting ring having upwardly extending 





an inwardly turned upper end resting upon a horizontal 
face of the inner casing, an inwardly extending flange 
carried by the lower end of the outer casing and resting 











M t PI b upon the upper face of the flange carried by the inner 
as er um ers casing, an outwardly extending flange carried by the 


When you install a public drinking outer face of the outer casing, a ring surrounding the 
fountain, why not select one with the 
most sanitary features that will stand ; 
hard usage the year round? said ring, ears carried by the supporting ring and hav- 


‘6 ” ing opening therein, bolts passing through bifurcated 
The Murdock ‘ Bubble Font | tel 
| | eyes of the ring and the openings in the eyes of the 
is the recognized leader in the field. It . . , . : 
is approved by leading sanitarians and supporting rings for clamping the upper and lower ends 
Boards of Health everywhere. of the casings together, a water-supply for the lower 


Anti-Freezing, Self-Closing, Non-Pollutable end of the space between the two casings, and a water 
suilt for lasting service. discharge for the upper end of said space. 


outer casing above the flange, bifurcated ears carried by 


Ask your jobber—or write us. 1,102,070. Thermostatic Valve. Robert T. Parisen, 
The Murdock Mfg. & Supply Co. Knoxville, Pa., assignor to Lawson Manufacturing Com- 
CINCINNATI, OHIO pany, Homestead, Pa., a Corporation of Pennsylvania. 

The combination of a valve casing, a valve and a valve 
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seat therein, reversely extending coacting levers ful- 
crumed at opposite sides at the axial line of the valve 
with one of said levers adapted to transmit movement to 
the valve, an abutment for another of said levers, a sup- 
port for said levers within the casing and movable longi- 
tudinally of the valve axis, and a thermostatic device 
operatively connected to the support. 

1,101,868. Valve and Plus-Cock. Elijah McCoy, De- 
troit, Mich., assignor to John N. Courtney, Detroit, Mich. 
In a valve the combination with a casing, of a plug 
valve therein having a shank, a spring sleeved upon said 
shank, a tubular housing surrounding said shank, said 
housing having an inturned flange forming an abutment 
for the inner end of said spring, a cotter-pin insertible 
through an aperture in said housing into engagement with 
said shank when said spring is under compression and 
the valve is forced from its seat, the normal position of 
parts being such that when the spring holds the valve to 
its seat the pin is out of registration with the aperture 
in all positions and adjustment of the valve. 

1,102,136. Sanitary Plumbing Fixture. William W. 
Calhoun, New Orleans, La. A _ plumbing fixture em- 
bodying a discharge pipe, a T-coupling having one end 
engaged to the branch of the said coupling, and a plug 
inserted into the other end of the coupling, the plug hav- 
ing an elongated transversely-curved scoop projecting 
through the coupling and pipe normally snugly fitting the 
top of the pipe. 

1,001,974. Waste and Overflow Connection for Bath 
Tubs, Wash Basins, Etc. Abram B. Tilton, Bayhead, N. 
J. A combined waste and overflow connection or attach- 
ment for wash basins, bath tubs and the like comprising 
a casing having a water inlet at one side and a water 
discharge port in its bottom, an overflow tube extending 
vertically within said casing and communicating at its 
lower end with said water discharge port, said tube hav- 
ing its upper end open for the flow of water thereto and 
being provided adjacent its lower end with a segmentally 
curved water inlet port extending partially around its cir- 
cumference and terminating in a valve seat, a rock shaft 
extending vertically within the casing exteriorly of said 
tube, an arm projecting laterally from said shaft for 
movement toward and from said valve seat, a valve car- 
ried by the arm to engage the valve seat, and means upon 
the upper end of the shaft for imparting a rocking motion 


thereto. 








1,102,217. Hydraulic Ram. John Emery lester, Port- 
land. Ore., assignor, by mesne assignments, to 5S. J. 
Phillips, Portland, Ore. In a hydraulic ram, a water 
supply pipe having a discharge nozzle with a substan- 
tially rectangular opening of greater width than depth 
and with arcuate marginal portions, an undershot water 
wheel positioned so as to be engaged tangentially by the 
stream issuing from the discharge nozzle, and an arcuate 
plate carried by the wheel and adapted to coact with the 
marginal portions of the nozzle opening to close said 


opening, the plate being adapted in passing over the 


DOMESTIC ENGINEERING ay) 











The Sterling Compression Stop and Waste 
A Valve, Not a Sprinkler 


ia a =" 
:| 






When fully opened 
bottom of stem being 
tapered registers 
against copper wash- 
er, making perfect 
metal seat, preventing 
leakage around stem. 


jn Sold Only 
fj Thru The 
a Jobbing 

Trade 


Reversible 
Waste 













<7 


Patented 


Does not have to be fully opened in order to 
close waste outlet. 


Does not waste while being opened or closed. 
Send us a trial order to be filled thru your jobber 


The Sterling Specialty Company 
NEWCOMERSTOWN, OHIO 





























The Way Out of Your 
Heating Problems 


Install the 


“NICO” 
BOILER 


There are many reasons 
why “NICO” Round and 
Sectional Boilers always 
deliver the goods. 

They* work right, are 
built right, and the price 
is right, too. 

Let the “NICO” help 
you to “get in right” with 
your clients. 

Write N O W—before 
you turn over this page 
for our Boiler Index 
showing a complete series 
of round and square boil- 
ers adapted for use in con- 
nection with low pressure 
steam, hot water, vacuum 
: and vapor heating sys 
$33 tems. 


| NOVELTY IRON COMPANY, 4x39": 


Tank Heaters, Radiation, Laundry Stoves, Heating Specialties 
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K t : d : ‘ pening to direct the water trom the uncovered part 
ee ste , - 

pe rere ipeteny Dt) out. thereot onto the wheel so that the propulsive effect 

OAL A Forms a vacuum and holds it. | , 

Turns any steam system into thereon will be momentarily increased. 

a VAPOR SYSTEM 
AIR VALVE Send for full information. Heating Department. 

Guaerenteed fur one year Enclose $1 for sample valve—now 1,101,570 Air-Valve Frederick Hl. Sauer, New York. 
y \ it for radiators comprising ; sing, an adjust- 
Koalsave Vacuum ValveCo. "g"k Rev New York n air valve for radiator mprising a casing, an idjust 
ing screw at the upper end thereof, a hood with conoidal 





cavity carried thereby, a tapered threaded plug rigidly 








screwed in the base of said casing from the lower end 
GUARANTEED SIX YEARS thereof, a central tube extending upwardly trom. said 


THE “COY-DEL” SEAT is the most satisfactory 


a4 ‘red livo ’ . “aT 1 oe rher m ) , sely a 
seat on the market from every standpoint. ~—* plug, an expansion member mounted loosely ovet 


























Made from 1\/72 inch quartered oak. said tube in said plug leaving a cylindrical space there- 
All joints tongued and grooved—held firmly together by : : vi 
two rustless steel rods. between said plug having a conoidal cavity to provide a 
Ww » for pe ulars 
write £ Pas ourars. | seat tor said expansion member and to provide a chamber 
COYNE & DELANY CO. Brooklyn, N. Y. || : i, 
hetween said plug and the lower end of said expansion 
member, said tube having a drain port in communication 
with said cylindrical space. and an air line pipe. 

, 1,101,779. Centrifugal Burner. Julius H. Becker, San 
Service and Valve Boxes Meter Boxes ; : a na 
Testing Plugs Wireless Pipe Locaters I'rancisco, Cal., assignor to American Heat & Power Co., 

Flush Tank Regulators San Krancisco, Cal., a Corporation ot California. In a 

M O D E. R N centrifugal hydrocarbon burning apparatus, the combina- 
tion of an outer casing open at its upper end, a standard 

IRON WORKS QUINCY, ILL. centrally disposed within the casing, a burner head se- 
cured on the standard which is so positioned with rela- 




















tion to the upper end of the casing as to form an 





annular discharge opening between the casing and head, 





WRITE FOR 
Priestman Sewage Ejector 


catalogue and complete specifications 
or Ejectors for Buildings” 
Literature on Me tt Siphons Sewage Disposal Apparatus and 
i-K Pipe font Compound furnished on request 


an atomizer revolubly mounted within the casing adapted 
to centrifugally discharge oil through said opening in a 
horizontal direction, means for forcing an air current 
upward between the atomizer and the casing to deflect 
the fuel discharged from the atomizer in an upward direc- 
tion and to further atomize the fuel, and means for 


Merritt Hydraulics Co., 106 N. Broad St., Philadelpha 

















evenly distributing and delivering oil to said atomizer. 





















































A Practical Manual of Steam 
and Hot Water Heating 
By Edward R. Pierce wal 
A poorly proportioned ” 
chimney cuts down the 
efficiency of any heating _ 
plant, contends Mr. 
Pierce 
In this new book, he | | | 
shows that the proper | | 
place to begin is with | 
the chimney when the | | | - ee 
building is started. He ly | eg ge 
then leads the fitter | | a > WN 
ae f 

through every phase of ee Gt nee ‘ 
steam and hot water +e. 
heating, avoiding formu- — f 
lae and technical terms nemseunin 7 

as far as possible throughout. 

Numerous examples are explained in every- 1,101,825 __<__~ 
day language that any reader can understand. 1.101.825. Radiator Connection. William A. Wiede- 
Illustrations are freely interspersed in the text. busch, Fairmont, W. Va. A pipe connection for radiators 

The history of heating is touched upon in an comprising a hollow casting having a_ substantially 
interesting Wa) The book throughout is un- V-shaped head and an externally threaded neck, a longi- 
ike the usual dry, technical treatise. tudinal vertical partition formed in said casting forming 

Size, 6 x 9 in, 340 pages, bound in cloth. parallel passages for the admission and exhaust of fluid 
Price, $2.50 postpaid. to said radiator, said passages communicating with di- 

; verging threaded bores formed in the head of said cast- 
Domestic Engineering, 445 Plymouth Ct., Chicago ing, and to which the pipes of the system are adapted to 
be secured. 
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1,101,901. Humidifying Apparatus. William G. 
Braemer, Camden, N. J., assignor to Warren Webster & 
Company, a Corporation of New Jersey. The combi- 
nation in a humidifying apparatus, of a passage, means 





for supplying fresh air in heated condition thereto, a 
blower for drawing the air through the passage, means 
for supplying vapor of water to the heated air passing 
through the passage to humidify the same, nozzles ar- 
ranged in the same cross section of the passage for 
simultaneously drawing off a plurality of different sam- 





ples from different portions of the same cross section 
of the body of the humidified air before passing to the 
blower, a conduit for mixing the samples of humidified 
air so drawn off, means for automatically varying the 
temperature of the air before being treated to the vapor 
of water, and controlling devices governed by the condi- 
tions of the mixed air samples in the conduit for con- 
trolling the means for automatically varying the temper- 
ature of the air, whereby the amount of moisture in the 
air passing to the blower may be maintained substan- 


tially constant. attics Blue Mondays 


16.024. Faucet. Charles M. Hoffman, Lebanon, N. H 




















Term of patent 14 years. The ornamental design for a are unknown in the “Pittsburg” equipped home. The 
faucet substantially as shown and described. ot tle eels das elite tie eek coal Gee, siiéiies 
steaming laundry and toilsome carrying of water 
from the stove to the tubs is a thing of*the past. In 


the modern home the wash water 1s provided by a 
“Prttsburg” 
Automatic Gas Water Heater 


instantly, abundantly and without effort. Every 
home owner in your neighborhood can be interested 
in this feature—not to mention the unlimited per 
sonal and domestic comfort afforded by “Quick as a 
Wink” Hot Water the “Pittsburg Way.” You will 


profit pushing the “Pittsburg. 





16,032. Cock or Faucet. Philip Mueller ; ( 1° . 
: ~~ “ r Faucet. Philip Mueller and Anton C. Our proposition in detail accompanied by catalogs 
Se - Yec: Tv . F nate fears. The | 
peereniaaiias a a ms won an. age wr patent 14 years. Ihe and discount sheets will be mailed you promptly 
ornamental design for a cock or faucet, as shown. ros 
amenta esign 1 l C faucet, as shown upon request. Write. 


James H. O'Neill has been appointed to fill the newly . 
| a Pittsburg Water Heater Co: 
Pittsburg, Pa. 


created office of plumbing inspector at Quincy, III. 

Thomas F. Coffey has been appointed plumbing in- 
spector at Canton, Ill. The salary attached to the posi- 
tion is $75 a month. 

The W. G. Cornell Plumbing Co. of New York City, 
is holding the third annual picnic for its employes at 
the A. Hoffman Hotel and Park, at Westchester, N. Y., 
today, July 11th. An all-round good time is in store 
for all who attend. 

William Delhagen, of Paterson, N. J., has closed the 
doors of his old shop at 53 Ward Street, and established 


~~ 


himself at 337 Main Street, where a well appointed office 














and plumbing show room is part of the plant. 
Paul De Ronde, of Paterson, N. J., is installing the heat- 


ing in the New Eastern Home Mission Emigrants’ Home 

















oi Slaticateen The Type with the 
a oboken., , 
™ : _ ) , A F. 3 ¥. single seat 
Thomas J. Nolan, Inec., of Passaic, N. J., have a num- saaeliad aa 
, ' ee Pittsburg gas valve and 
er of mill operations in town in addition to some select ' 
7 hia 14 | hich is 1 Automatic Gas triple safety 
residence plumbing and heating, which is keeping its 
— ‘abt Water Heate» control 


‘orece going at a rapid pace in spite of the dull season. 
Elizabeth, N. J., will build a new school house, to cost 
449 000. 
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TABLE—LOSS OF PRESSURE PER 
Lineal Foot in Ten-Thousands of a 
oni Pound of the Different Coefficients of 
. er WANTED—HEATING AND PLUMBING Friction, by Isaac Chalmovitsch, M. E. 
;0008 a id ae specialities of merit to sell on commis- Price 60c Portpalid. Sern ; . 
care oOmMmes } . y Saies iTi if i ne oO 
7-4, 11 sion basis by a salesman now calling on DEAN’S SYSTEM OF GREENHOUSE 
, trad “ar eng ag ply —* ment a ag Heating by steam or hot water: used 
- COMMISSION a ———— ies © * for years; convenient and reliable; makes 
TP cos pyc nag te norte ia — sees greenhouse heating estimating very sim- 
hh rs in ter- POSITION WANTED—BY A MARRIED, ple. Flexible cloth bound, 5%x7% in., 46 
reliable, experienced, open shop steam- Ppp. Postpaid, $2.00. 


Situations Wanted. 








and north 
irgh, Pa. tf fitter. (‘an estimate Familiar with all “THE PRINCIPLES OF HEATING,’ ’» by 
cla ses of work and a business setter. William G. Snow. 163 pages, 6x9. Heat- 

SATESMAN: (‘an take entire charge or will work simp- ing power of fuels, capacity of boilers 
eating goods ly as fitter. Want position where respon- furnace tests, flow of steam in pipes, 
S Geman ie sibility and = Aaa e em lead hy nen vacuum and vapor systems, are among 
interest in firm ress 1125, care as the subjects treated. Fully illustrated 


“territory, to sell eneineert y 
sme State salary mestic Khngineering, ( ‘hicago. i. oe and bound in cloth. Price $2. 00, postpaid. 
= oY, GI, (eii, : - - $$ ~ 


seer a _ | PLUMBING ESTIMATES AND CON- 
— Oe gay TRACTS. By J. J. Cosgrove. Contains 
diesen For Sale. much valuable ” information for the mas- 
- ter plumber, pointing the way to con- 
-NOWN, — HIGH POR SALE—OSTER PIPE MACHINE duct the business of plumbing in busi- 
vapor heating with separate motor shafting and pul- ness-like manner. Bound in cloth; 210 

ung on | inch to six inch. Good condi- pages; 56%x8% in.; postpaid, 


Adares Hon Ches ap Address Hf KR C.. eare : 
} or ‘Domestii engineering,” Chicago. 7-11 “THE SANITARY SEWERAGE OF 
Is) 20 | BUILDINGS,” by Thomas S. Ainge. 
: FOR SALE—HEATING AND PLUMB- Written in a plain, straightforward way 
NTED—LIVE WIRE SATLESMEN ing e stab lis hme nt lo ated in ft diana. for the master plumber, as well as for his 
beral commission basis to sell pneu Invoice THIRTY-FIVE hundred dollars. foreman and interested employes. Plumb- 
vater system No technical Can arrange terms to suit buyer.  Ad- ing tests and sewage disposal aré among 
eo required. Progressive organ dress 1137, care “Domestic Engineering, | the subjects treated. Bound in cloth, 196 

Chicago. i-11; 18 pages. 5x8. Price $1. 50, postpaid. 


ull line immediate shipments 


heating goods 


a ae eee . | —= | STANDARD HEATING SPECIFICA- 


N siceantier Gicatameniiie ™ Gnas Miscellaneous. TIONS AND CONTRACT BLANKS. 

7" 6.97. 24 OY For low pressure steam and hot-water 

a SELL YOUR SURPLUS COUPLINGS | peating apparatus offers a dignified legal 

= and fittings. Write us. The A. & | form for gg ant proposal and con- 

MANUFACTURERS AGENTS WANTED Mfg. Co., 557 W. Lake 8t., Chicago. ef tract for the general use of steam and 

Manufacturer desires to establish : hot-waterfitters. Printed on linen paper; 

selling agencies with Manufacturers ———_ ag in.; 4 pages. ' Ae ge Foe “eo steam 

Agents calling on the Plumbing trade. or hot- water or mixe ank, copies, 
We offer complete Paul line of SYS- Books You Should Own. $2.50. 

TEMS. Water, ELECTRIC LIGHT and ~~ —— emmesnee 
> "ER fe aT O f = , AIR VALVES FOR STEAM HEATING 
POWER for City, C untry and Suburban sratenne. By W. H. Wakeman, author 


homes. Address Dept “HH.” Fort Wayne °° 
Engineering & Manufacturing Company, of “Engineering Practice and Theory. Address; 


Fort Wayne, Ind. tf Postpaid, 26 cents. : mm | DOMESTIC ENGINEERING 
WANTED—-A COMBINATION PLUMB HISTORY OF neta jay a = 4 ‘e 
heater ii sotinne im 3 tow of Cosgrove History oO the piumbers i 
; | eo craft from the time of the primitive man 445-447 Plymouth Court, Chicago 


0 population (;o0d wares and 
the vernr Address 1117. care up to our own day. 88 illustrations 


(‘hicago i-1l Round in cloth; postpaid, $1.50. 








engineering, 


“IN UNION THERE IS STRENGTH” LOEW VICTOR 


For acloset seat with great strength and extra long life, 


UNION GUARANTEED SEAT PIPE MACHINES 


It bears the Union Gold and Blue Label—look for it. 

















Built for hard service and 
M. P. BERGLAS MFG. CO., Fulton and Furman Streets., BROOKLYN, N. Y. constant duty. 


Belt, motor and engine 
drive; also hand operated. 

















You cannet afford te be without the a ; . 
Martin Portable Vise Stand and Pipe Bender Self-locking and adjusting 
This practical labor-saving device is mak- die head. 


ing a ‘‘hit’’ with plumbers and fitters where- . 8 , 
ever introduced Capacities from % inch up. 


No nails, screws or fastenings of any kind 


ueeded The Loew Manufacturing Co. 


Soon vays for itself in saving of time. 


Write today fer folder. 9300 Madison Ave. Cleveland, Ohio 
H. P. Martin & Sons, Owensboro, Ky. 


For Country and City | MANUFACTURED BY 
Homes, Clubs, Public § THE DAYTON 
Institutions,  Apart- PUMP & MFG. 
ment Houses and Bath- COMPANY 

| 521 W. FIFTH 





























Aoom Water Supply. DAYTON, OHIO 
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